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FOREWORD 


The history of the Manned Space Flight Network reveals that each 
successive mission is considered more complex than the previous one. Asa 
result, the tracking and communication problems become more complicated, 
requiring more sophisticated equipment. 


The Apollo missions differ considerably from past manned missions in 
that there is a requirement, for the first time, to send astronauts to the moon 
and return them safely to earth. For this reason, the position of the space- 
craft must be Imown at all times and continuous communications must be 
maintained between the earth and the spacecraft during most of the mission 
phases. This requirement has dictated incorporating the Unified S-Band 
System into the Manned Space Flight Network. This system will provide the 
primary tracking and communications data between earth and the spacecraft 
in the later Apollo missions. 


The proceedings contained herein are the conference records of papers 
presented at the Technical Conference on the Apollo Unified S-Band System, 
which was held at the Goddard Space Flight Center on July 14 and 15, 1965. 
This conference brought together about 500 participants from the various NASA 
centers and Apollo contractors. These proceedings will constitute a first 
handbook pertaining to the Apollo Manned Space Flight Network. 


Each person concerned with the Apollo Manned Space Flight Network, 
either from an engineering or operational viewpoint, will find that this docu- 
ment contains a reasonably comprehensive description of the primary equipment 
used at the Apollo ground stations. 


Kenneth E. Peltzer 
Manned Flight Support Office (T&DS) 
Goddard Space Flight Center 
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INTRODUCTION 


Mr. Eugene W. Wasielewski, the Associate 
Director of the Goddard Space Flight Center, 
opened the Technical Conference on the Unified 
S-Band System by extending a welcome to 
Goddard employees, contractors, members of 
DOD, and three other NASA centers namely: 
Manned Space Flight Center, Marshall Space 
Flight Center, and the Jet Propulsion Laboratory. 
He gave a brief description of Goddard's missions 
and the role it is playing in the Apollo Unified S- 
Band System. 


FUNCTIONAL DESCRIPTION OF 
UNIFIED S-BAND SYSTEM AND INTEGRATION 
INTO THE MANNED SPACE FLIGHT NETWORK 


by 
W. P. Varson 
Goddard Space Flight Center 


ABSTRACT 


The lunar phases of the Apollo missions require techniques and equipment 
exceeding the capability of those previously used in the Manned Space Flight 
Network. This improvement in network capability is necessary to provide re- 
liable tracking and communications of the Apollo spacecraft at lunar distances. 
To fulfill this requirement, the unified S-band (USB) system has been introduced 
into the network. The USB system used with 85~foot antennas will provide the 
only means of tracking and communications at lunar distances. The USB system 
with 30-footantennas will be used to fill the gaps in the coverage provided by the 
three 85-foot antennas. The USB system with the 30-foot antennas will also be 
used to provide data during the earth-orbital and post-injection phases of the 
missions. 


In order to insure reliability, the USB system utilizes existing, proven 
techniques and hardware. These items of equipment developed and used by the 
Jet Propuision Laboratory and the Scientific Satellite Network have been adapted 
to the USB system. The more significant of this equipment is the range and 
range rate equipment supplied by the Jet Propulsion Laboratory to the program 
and the antenna systems which are nearly identical to those used in the Scieniific 
Satellite program, 


INTRODUCTION 


The Apollo program is significantly more complex than either the Mercury or Gemini 
programs and has consequently presented a corresponding increase in the complexity of the 
support required from the Manned Space Flight Network(MSFN). This has affected the quantity 
of data that must be handled, the geographic areas that must be covered, and the technical 
capability of equipment. For the first time, the network is required for provide reliable track- 
ing and communications to lunar distance. This has required the incorporation of the unified 
S-band (USB) system into the network. The existing network instrumentation is capable of sup- 
porting the earth-orbital phases of the mission and, in fact, will be the sole support for the 
initial Apollo flights. Since the USB system will be the only means of tracking and communi- 
eating with the spacecratt during the lunar phases of the mission, it is mandatory that it be 
installed, checked out, and proven operational during the early Apollo missions. 
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FUNCTIONAL DESCRIPTION OF USB SYSTEM 


The USB system utilizes a single carrier frequency in each direction to provide tracking 
as well as communications with the spacecraft. This is depicted in Figure 1, where all of the 
functions are accomplished with a single 
system. The interface with the network 
equipment is the same whether the data 
comes from the USB system or the Gemini 
equipment. 


Perhaps the first thing that should be 
discussed is why the unified systems approach 
was adopted rather than extending the range 
Pom of the existing network equipment. It was 
ag ‘ : = adopted primarily because it was considered 
to offer a superior technical solution with a 
minimum of new development. To expand 
the range of the existing type of network 
equipment would have required development 
of high-powered radar beacons, the use of 
coherent radar techniques and a major ex- 
pansion of the range capability of the VHF and UHF equipment. Systems capable of operating 
to lunar distance which employ the unified systems techniques were already in operation. In 
addition to requiring considerably less development and expense, the unified systems approach 
also reduced the equipment required aboard the spacecraft. 


Figure 1—Apollo network evolution. 


One of the major decisions was the selection of the basic techniques to be used in the 
unified systems approach. It is desirable to use the best equipment available in support of the 
Manned Space Flight Missions; however, it is also desirable to use proven techniques and 
equipment to minimize development and to afford the highest probability of success. There 
have been several approaches to the unified systems concept, but perhaps the most thoroughly 
developed is that used by the Jet Propulsion Laboratory. This system has been employed suc- 
cessfully in support of lunar and planetary programs and, with minor modifications, was ap- 
plicable to the Apollo tracking and communications requirements. Therefore, it was a logical 
choice for the USB system. 


The design of the USB system is based on a coherent doppler and the pseudo-random range 
system which has been developed by JPL. The S-band system utilizes the same techniques as 
the existing systems, with the major changes being the inclusion of the voice and data channels. 


A Single carrier frequency is utilized in each direction for the transmission of all tracking 
and communications data between the spacecraft and ground. The voice and up-date data are 
modulated onto subcarriers and then combined with the ranging data (Figure 2). This composite 
information is used to phase-modulate the transmitted carrier frequency. The received and trans- 
mitted carrier frequencies are coherently related. This allows measurements of the carrier dop- 
pler frequency by the ground station for determination of the radial velocity of the spacecraft. 
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Figure 2—USB modulation technique. 


In the transpender the subcarriers are extracted from the RF carrier and detected 
to produce the voice and command information. The binary ranging signals, modulated 
directly onto the carrier, are detected by the wide-band phase detector and translated to 
a video signal. 


The voice and telemetry data to be transmitted from the spacecraft are modulated 
onto subcarriers, combined with the video ranging signals, and used to phase-modulate 
the down-link carrier frequency. The transponder transmitter can also be frequency- 
modulated for the transmission of television information or recorded data instead of rang- 
ing signals. 


The basic USB system has the ability te provide tracking aiid communications data for two 
spacecraft simultaneously, provided they are within the beamwidth of the single antenna. The 
primary mode of tracking and communications is through the use of the PM mode of operation. 
Two sets of frequencies separated by approximately 5 megacycios are used fox ihis purpose 
(Figure 3). In addition to the primary mode of communications, the USB system has the capa- 
bility of receiving data on two other frequencies. These are used primarily for the transmission 
of FM data from the spacecraft. 
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Figure 3—USB system Frequency spectrum. 


INTEGRATION OF USB SYSTEM INTO MSFN 


Since JPL had developed some of the equipment to be used in the unified systems, it was 
decided to have them continue to provide these elements of the system. This includes the 
receiver, the transmitter/exciter, the ranging system, and test transponders. This equipment 
will be supplied to the USB system contractor for integration into the system. 


A typical USB site is shown in Figure 4, which identified the equipment to be supplied by 
the contractor, equipment supplied by JPL, and the network equipment. The majority of equip- 
ment shown in Figure 4 is the network equipment, which points out the significance of the sys- 
tem engineering and interface job facing the USB system contractor. The network equipment 
for the most part is the same equipment which is utilized for the Gemini program. The USB 
system has been designed so that the data inputs and outputs into the network equipment are 
identical to those of the Gemini equipment. This approach was selected to allow the USB sys- 
tem to be integrated into the MSFN without disrupting the normal network operations or re- 
quiring equipment changes or modifications. 


The tracking and communications with the spacecraft during the lunar missions will be 
provided by three primary deep-space facilities, employing 85-foot antennas, spaced at ap- 
proximately equal intervals of longitude around the earth to provide the continuous coverage of 
the lunar missions (Figure 5). Three of the deep space instrumentation facilities (DSIF) lo- 
cated at approximately the same locations will be equipped to serve as backup to the primary 
stations. Each of these facilities, both the primary and backup Stations, will be equipped to 
track and provide communications with both the Lunar Excursion Module (LEM) and the Com- 
mand Module simultaneously. 
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Figure 4—Typical USB site. 


In addition to the stations with the 85~ 
foot antennas, a number of other stations 
employing 30-foot antennas are also required 
in the network. These systems are needed 
for launch coverage in-flight checkout of the 
spacecraft, to fill gaps in the coverage of the 
three lunar stations, and to provide instru- 
mentation coverage fortesting the spacecraft 
in earth orbit. 


Four land stations (Cape Kennedy, Grand 
Bahama, Antigua, and Bermuda) and one in- 
strumentation ship are required to provide 
continuous USB coverage from launch through 
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Figure 5—85-foot ontenno stotions for Apollo. 


insertion. Seven land stations (Canarv Islands, Guaymas. Texas. Ascension Tsland, Carnarvon, 
Guam, and Hawaii) and two additional instrumentation ships are required to complete the USB 
system coverage requirements. In addition to these stations (Figure 6) the Apollo networks will 
also include two reentry ships and eight instrumented aircraft. 
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Figure 6—Apollo US8 network, 


The 30-foot antenna system was selected as a result of a study of the gain and tracking 
accuracy requirements and comparative costs of several systems. The 30-foot systems must 
provide data in earth orbit as well as during the realignment of the spacecraft during the lunar 
phases of the missions. During the lunar missions, these systems should be capable of track- 
ing the spacecraft to a range of approximately 15,000 nautical miles, using the spacecraft omni- 
directional antenna. This represents the most stringent requirement and comes about because 
it is desirable to complete the spacecraft transposition prior to deployment of the directional 
antennas. These systems wil! also be capable of providing tracking data at lunar distance. 


The 30-foot antenna has a beamwidth of approximately one degree at 2300 megacycles. 
This requires that acquisition information be provided in order that the system can acquire 
the target. This information could be provided by a separate acquisition system operating at 
a lower frequency. However, the USB system may be used when 2300 megacycies is the only 
signal radiated from the spacecraft. This requires that the USB system contain its own ac- 
quisition aids, 


The acquisition information is normally provided by the antenna programmer, which drives 
the antenna system so that the target stays within its one-degree beamwidth. The second ac- 
quisition device is the 3-foot antenna and its associated receiver which provide a 10-degree 
beamwidth for initial target acquisition. The acquisition antenna is mounted on the large antenna 
to simplify the overall system. 


FUNCTIONAL DESCRIPTION OF UNIFIED $-BAND SYSE@M AND INTEGRATION INTO THE MANNED SPACE FLIGHT NETWORK 9 


The USB system includes a number of self-checking features to assist in the checkout and 
maintenance of the system and to increase its overall operating reliability. The verification 
receiver monitors the transmitted data to the spacecraft to ensure the proper performance of 
the up-data transmission link. The system also contains built-in test equipment which will 
allow test data to be inserted into the data demodulator. The JPL equipment allows the signal 
from the transmitter/exciter to be injecteddirectly into the receiver to provide an internal 
check of the RF system. In addition to these internal checks, the system also uses the trans- 
ponder on a boresight tower for checkout of the RF system, the angle system, and the ranging 
system. 


There are several variations to the basic USB system: the single and dual 30-foot systems, 
the primary and backup 85-foot antenna systems, and the single and dual instrumentation ships. 
The Collins Radio Company has the complete responsibility for the 30-foot antenna systems 
(Figure 7). They are provided with the JPL-supplied and other equipment to be integrated with 
Collins-supplied equipment to provide a complete system. Collins is required to erect, install, 
and checkout the systems on site. The facilities will be made available to the contractor and 
the network equipment will already be available on site. This equipment will be installed by 
others; however, Collins is responsible for the proper interface with this equipment. 


For the primary 85-foot systems (Figure 8), Collins will be supplied Government-furnished 
equipment which he will integrate with the equipment he furnishes prior to shipment to the site. 
The 85-foot antenna structure is being provided under a separate contract. The contractor is 
responsible for integrating the USB on site. 


At the JPL facilities (Figure 9), the contractor will supply components as indicated. These 
will be added to the other equipment at the facility to allow it to be used in support of the Apolio 
missions. These units will be checked out prior to shipment and installation of the equipment 
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Figure 8—USB system 85-foot antenna facility primary stotions. 


and its integration into the system. A microwave link will be used to remote the data from the 
JPL site tothe MSFN site, where both sites will have a common set of network equipment. 


The contractor will be required to supply instrumentation for five ships. Three of these 
are the insertion and injection ships which will utilize the 30-foot antenna. The contractor 
will supply the equipment indicated in Figure 10. Reeves Instrument Company will supply the 
antenna system and be responsible for the overall integration of the system. 


The contractor will also supply test and training units as a part of the systems contract. 
These consist of essential elements of the system and will be used for checkout of the space- 
craft and as aids in the test and training program. These units are shown in Figure 11. 


GSFC awarded the USB system contract to the Collins Radio Company on July 14, 1964. 
Blaw-Knox is building the 30-foot antenna structures under a subcontract to Collins. The 
antenna structure was shipped to Guam on June 7, 1965 and to Carnarvon on June 18, 1965. The 
first USB (for Guam) has been delivered and the remainder of the 30-foot systems will be 
delivered at a rate of one per month. The 85-foot antenna structures were built by Blaw-Knox 
under separate contract. 

The USB system will be installed in the network during the next year. They will be checked 
out on the SA-202 through SA-206 and on SA-501 and SA-502 missions and will be used to pro- 
vide primary mission support data beginning with SA-207 and SA-503. 
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Figure 9—USB system 85-foot antenna facility backup statian. 
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TRACKING STUDIES FOR PROJECT APOLLO 


by 
W. D. Kahn 
Goddard Space Flight Center 


ABSTRACT 


A tracking error analysis study is presented in which the earth orbital, 
translunar, lunar, and transearth phases of the Apollo Mission are considered. 
Principal error sources, such as measurement random errors, measurement 
bias errors, and errors in tracking station location, are analyzed to determine 
how well a tracking network such as the Manned Space Flight Network (MSFN) 
can determine the orbit of the spacecraft. 


Results of an error analysis study considering tracking of the spacecraft 
during all the different phases of the Apollo Mission are described. Specifically, 
tracking during the earth orbital, translunar, iunar, and transearth phases are 
simulated in this study. 


INTROOUCTION 


Tracking radars of the Manned Space Flight Network (MSFN) will be used to determine the 
trajectory of the Apollo spacecraft during the earth orbital, translunar, lunar, and transearth 
phases of the Apollo Mission. Because of the effects of errors in the measurements as well as 
errors in the equations of motion, it is possible to obtain only an estimate of the spacecraft's 
true trajectory. How good the estimate will be is dependent on the volume and quality of the 
tracking data, as well as the adequacy of the mathematical model used in the data reduction 
process. Error analysis studies, incorporating the effects of the principal error sources, 
simulate the data acquisition and data reduction processes. Such studies, subject to the initial 
assumptions, provide information on the capability of the MSFN tracking radars to determine 
the trajectory of the Apollo spacecraft. 


THE EARTH ORBITAL PHASE 


The Apollo spacecraft is inserted into a 100 nautical miles (185 km) earth parking orbit. 
Tracking of the spacecraft is assumed in this study to commence immediately after insertion, 
The trajectory profile from insertion through translunar injection is given in Figure 1. Track- 
ing coverage duriag the firsi orbit by stations of the MSFN is given in Figure 2. 


Propagation of the rms errors in the state vector (a vector composed of the components of 
the position and velocity vectors) resulting from random esrurs in the measurements, bias 
errors in the measurements, and errors in tracking station location is analyzed during the first 
parking orbit of the Apollo spacecraft (Figures 3 and 4). 
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Figure 2—Tracking station coverage during first Apollo porking orbit. 
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During periods when observational data 
are obtained, the rms errors in the state 


s 
until such 


vector slowly decrease time as no 


tracking data are available. As the rms errors in the state vector are propagated through a 
region where there is no tracking coverage, their magnitudes increase or decrease, depending 
on where along the orbit they are evaluated. In the study presented, the rms errors in the state 


vector ar 


© increased wnen propagated without tracking data. As soon as tracking data are added 


to the projected rms errors in the state vector, these errors decrease very rapidly. 


Despite the assumption of no initial knowledge about the state (position and velocity), as 
well as the inclusion of the principal error sources in the tracking data, it is shown in 
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Figures 3 and 4 that the rms errors in position and velocity will be +40 meters and #4 centi- 
meters per second at the end of the first parking orbit. Therefore, it is safe to conclude that 
the spacecraft's orbit can be determined very accurately from tracking data. 


THE TRANSLUNAR PHASE 


The spacecraft is injected into a lunar transfer orbit between the second and third earth 
parking orbits. In Figure lt, a profile of the transfer trajectory is given from injection up to 
several hours beyond injection. 


Figures 5 and 6 show the propagation of rms errors in the state vector up to three hours 
after injection. A comparative analysis is made of the effects of random measurement errors, 
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and errors in 
tracking station location, when these errors 
areconsidered alone and in combination. The 
results of the analysis indicate that measure- 
ment bias errors produce the most significant 
effect on the rms errors inthe state vector. 
Because of the continuously increasing dis- 
tance between the spacecraft and the earth, 
the contribution of the errors in the station 
location on the rms errors in the state vec- 
tor is not too significant. 


measurement bias errors, 


For this error analysis study, it was 
assumed that the spacecraft is tracked by the 
85-foot unified S-band (USB) antennas at 
Madrid, and by two 30-foot USB antennas at 
Bermuda and Ascension. The 85-foot dish 
tracks the spacecraft in the two-way doppler 
mode, and the two 30-foot dishes track in the 
three-way doppler mode (passive doppler). 


Because the tracker-spacecraft geometry 
weakens as the spacecraft recedes from the 
earth, an increase in the rms position error 
of the spacecraft results. However, the 
spacecraft's velocity relative to the earth 
decreases as the spacecraft's distance from 
the earth increases. Therefore, the rms er- 
ror in spacecraft velocity also decreases. 
This is due to the relative decrease in the 
trajectory's sensitivity to velocity. 


THE LUNAR PHASE 


TheCommand and Service Module/Lunar 
Excursion Module (CSM/LEM) is inserted 
into an (80 + 5) nautical mile parking orbit 
around the moon, with orbital insertion oc- 
curring on the backside of ihe moon. For 
purposes of this study, 22 minutes are re- 
quired before the spacecraft becomes visible 
to the tracking stations cn carth. Al tis time 
the 85-foot USB antennas at Canberra, and two 
30-foot USB antennas at Carnarvon and 
Hawaii, will track the spacecraft. The 85- 
foot dish will track in the two-way doppler 
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Figure 7—Propagation of spacecraft position and 
velocity errors during CSM lunar parking orbits. 
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mode, and the two 30-foot dishes wil! track in the three-way doppler mode. To insure good 
tracker-spacecraft geometry, the tracking station configuration on earth was selected for 


maximum north-south separation. 


Approximately 3.8 hours after insertion, CSM/LEM separation occurs. {n order to provide 
a priori knowledge of the state to the LEM before the LEM descent maneuvers, very good 
knowledge of the state must be determined by tracking the CSM/LEM from the earth. Figure 
7 shows the rms errors in spacecraft position and velocity to be 4500 meters and +24 centi- 


meters per second at the time of CSM/’LEM separation. 


Because the effects of measurement- 


bias errors are not included in this study, the results in Figure 7 are on the optimistic side. 


The elapsed time from the initiation of the LEM descent maneuvers upto CSM/LEM dock- 
img maneuvers is approximately 36 hours. After this time period, the astronauts will have 
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Figure 8—Errors in spacecraft position and 
velocity far Apollo return trajectary (ficst 20 hours}. 


abandoned the LEM to re-enter the CSM. 
Upon re-entering the CSM, the LEM is jet- 
tisoned. Shortly thereafter, the CSM is in- 
jected into its earth transfer trajectory. 


TRANSEARTH PHASE 


Twenty hours after transearth injection, 
the first midcourse correction is made. Two 
other midcourse corrections are made at 
65 hours and at 88 hours after transearth 
injection. The last midcourse correction is 
made one hour before re-entry. 


Error analysis Studies during this phase 
of the Apollo Mission are made from trans- 
earth injection up to the first midcourse cor- 
rection (Figure 8), after the first midcourse 
correction up to the second midcourse cor- 
rection (Figure 9), and eight hours before 
re-entry up to re-entry (Figure 10). The last 
error analysis includes the time at which 
the third midcourse correction is made. For 
all these tracking-error analysis studies, the 
best tracking complex-spacecraft geometry 
configuration was chosen. 


Attention is called to the increase in the 
rms velocity error as the spacecraft approaches 
the re-entry altitude of 122 kilometers (Fig- 
ure 10). This increase in the rms error in 
spacecraft velocity is due to the return tra- 
jectory's increased sensitivity to velocity as 
it approaches the earth. A corresponding de- 
crease in the rms error in spacecraft position 
results. 


TRACKING STUDIES FOR PROJECT APOLLO 


= a 
m . we -~ 
= #7 ~ ea {POSITION 
ad z 1.0 .y e ® 
b hed 
& 3 Wey 
S Pa sy 
a e 
oS +e 
rs [4 
edd had 
a z VELOCITY 
6 0.1 
Oo a 
& > 
MADRID 
a GOLDSTONE 
S CANBERRA 
0.01 
20 30 40 50 60 
TIME FROM TRANSEARTH INJECTION (hours) 
RBITAL PARAMETERS HORIZON 
T =Sept, 22, 1969 21" 5912125 ESE 
X,= 214186.74 ke ——-X = - 0. 19846603 km/sec SAMPING RATE 
X22 - 234554.70 km X= 0.42912431 kin/sec ‘ 
| meas/nnin 


X 32-122637.13 km Ry= 0.26682085 kin/sec 
TRACKER LOCATION ERRORS 


Nome Lor. Long, Ht (m) 
Madrid +1.0" #£1.2" $43 
Conberra 21.9" 22.2" +66 
Goldstone £#1.1% 41,2" +40 


TRACKER UNCERTAINTIES 


5r=220 meters Ar=+40 meters 
&r=+ Zem/see Ar=4,2 cm/sec 


A_priori information ot end of 
first midceurse correction 

4 poy £B.93km 

2 et= 400127 m/sec 


TRACKER ATION 

Trocker Nome Lotitude Longitude Ht (m) 
Madrid 40.416667°N 3.666667° W 50 
Canberra 35.311528° S 149.135833° E 50 
Goldstone 35.389639° N 116 .84878° W 103) 


Figure 9—Errors in spacecraft position and velocity for 
Apollo return trojectory after first midcourse correction. 


CONCLUSION 


The error analysis studies contained in 
this paper demonstrate that the bias errors 
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Figure 10—Errors in spececraft position ond velocity 
for Apollo return trajectory during final eight hours 
prior to re-entry. 


in the measurements and in tracking station location most significantly influence the errors in 


the state vector. These error sources, unlike the random errors in the measurement, do noi 


decrease as the amount of observational data is increased. 
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USB ANTENNA STRUCTURES 


by 
L. E. Hightower 
Goddard Space Flight Center 


ABSTRACT 


This paper describes the main features of the unified S-band antennas, their 
design considerations, characteristics, parameters, finctions, and modes of 
operation. Description covers both land-based and shipboard antennas, speci- 
fications, and maintenance problems. Both Rosman and Apollo antennas are 
treated. 


INTRODUCTION 


This discussion will treat the main features of the unified S-band antennas and will give 
some of the reasons behind these features. The presently planned Apollo ground system net- 
work will employ ten 30-foot and three 85-foot diameter steerable antennas. These antennas 
use what is known as X-Y mounts. The network also uses ships instrumented with azimuth- 
elevation antennas. 


TYPES OF ANTENNA MOUNTS 


Most steerable antennas have two 
mutually perpendicular rotational axes as 
shown in Figure 1. The main difference be- 
tween antenna mounts isthe orientation of the 


lower of these two axes. There are three 
main types of antenna mounts. AZ~EL POLAR x-Y 


Figure 1—Antenna mounts. 


Azimuth-Elevation Mount 


In the azimuth-elevation mount, the lower axis is vertical. This axis arrangement permits 
compactness of design and rigidity and it is the logical choice when tracking through zenith is 
not a requirement. It is by far the most popular mount. The problem is thatextremely fast 
azimuth rates are required to track through zenith with the azimuth-elevation mount. 


Polar {Hour Angle - Declinatisn} Mount 


In the polar mount the lower axis is parallel to the earth's rotational axis. This arrange 
ment facilitates ease of tracking of celestial objects. it is used for radio telescopes and for 
antennas ii tie NASA deep space effort. 
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X-Y Mount 


Both axes of the X-Y mount are horizontal at zenith. The mount was designed especially 
for tracking eartr-satellites. Its main advantage is that it can track through zenith. All three 
types of mounts have gimbal lock positions at the ends of the lower axis. For the X-Y mount, 
these positions are half cones (10° wide) just above the horizon (areas which are not greatly 
significant). 


LAND-BASED ANTENNAS 


It has been established that ali the Apollo land-based antennas must be capable of main- 
taining contact with the spacecraft through zenith (orbital transfer could occur at zenith) and 
essentially complete sky coverage is required. These requirements dictated selection of the 
X-Y mount for both the 30-foot and the 85- foot land-based antennas. 


30-Foot Antenna 


The first of the 30-foot S-band antennas has been erected at Collins Radio Company's 
Dallas, Texas facility. The following features can be seen in Figure 2 (starting at top): 


1. Three-foot diameter acquisition antenna at apex of quadripod (note radome cover). 

2. Secondary reflector for Cassegrain feed system located just below acquisition antenna. 
3. Y axis (upper). 
4 


. Y-wheel house (so-called cement mixer) which houses boresight package and equipment 
such as parametric amplifiers that should be near the feeds. This room is air conditioned 
by circulating a chilled glycol solution. 


5. X axis and X-wheel assembly which houses Y-axis drive assembly and provides access 
way for personnel to Y-wheel house. 


6. Lower platform which provides mounting for X-drive units. 
7. Room beneath antenna which houses power amplifier units and motor starters for drives. 
Figure 3 shows the follow ing: 


1. The main reflector, which is made up of 36 solid surface panels. These panels are in- 


dividually adjustable. Paint on the surface panels scatters solar radiation to prevent over- 
heating feeds. 


2. The feed cone mounted at center of dish. 


3. Lights on rim of dishto warn when antenna may be transmitting. An audio warning is 
also used. 


Figure 4 shows the axis movements. Figure 5 shows the optical boresight package mounted 
in the Y-wheel house. The paclage looks through a window (optical flat), (Note foam insulation 
on inside walls of wheel house.) 


85-Foot Antenna 


Much of the structure for the three 85-foot Apollo antennas has been fabricated by the Blaw- 
Knox Company, and an antenna bought under the same contract as the Apollo antennas has been 
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Figure 2—Thirty-foot antenno ,side view of reflector. Figure 3~Thirty-foot ontenna, front view of reflector. 


erected at Rosman, North Carolina. Figure 6 shows the two 85-foot antennas at the Rosman 
Data Acquisition Facility. The antennas are used for tracking earth satellites. The antenna in 
the foreground has been in essentially continuous operation for some time and a free period 
longer than 30 minutes is unusual. GSFC personnel have learned a lot about the maintenance of 
large antennas from this and other big dish facilities. The antenna in the background is shown 
in Figure 7. The Rosman antenna in Figure 7 is the same as the Apollo antennas except for 
some slight changes (mainly different quadripod support for acquisition antenna and secondary 
reflector) which were made to meet special S-band requirements. The main features of this 
antenna are enlarged versions of those we have seen on the 30-foot antenna. Some features 
worthy of note are: 


1. Axis wheel structures. In this antenna these become large space frames, 


2. Y-wheel house. This becomes a building mounted in the structure. In this case it 
houses the power amplifier units. 


3. Optical boresight room (just left of the ladder suspended from dish structure). 


Figure 8 gives a better view of the X-wheel structure. Note large counterweight box which 
is filled with lead, Note also bridging beneath lower platform to hold drive pinion teeth in full 
contact with the bull gear. 


Figure 9 shows the Rosman 85- foot antenna reflector. This is the same as the S-band an- 
tennas except for the quadrinnd feed anprort. The feed cone is nct attached, aiid one cau see ine 
three-foot diameter opening through the center of the dish structure. This provides a conduit 
for connecting feed components with the parametric amplifiers and transmitter power ampli- 


fiers in the room mounted in the Y-wheel structure. The ring to which the feed cone will be 
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Figure 4--Thirty-foot antenna, axis movements. 


attached is also shown. Four reflector panels have been removed to uncover the alignment 
datum points. These points define the reference plane from which all reflector panel adjust- 
ments are made. The opening in the surface for the optical boresight equipment is also shown. 


SHIPBOARD ANTENNAS 


Although the X-Y antenna can track through zenith, it has some drawbacks. When it is de- 
signed for essentially complete sky coverage, the rotational axes are separated by a consider- 
able distance. As 2 result, both axes must be counterweighted. This means that the design 
lacks compactness and the lower axis has a high moment of inertia. For shipboard application 
these disadvantages were judged to overshadow the advantage of being able to track through 
zenith (considering the fact that the ship location could possibly be changed to avoid an over- 
head pass). Therefore, azimuth-elevation mounts are used for the Apollo ships’ antennas. 
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Figure 5—Thirty-faat antenna, aptical 
boresight package. 


SPECIFICATIONS 


The use of higher RF frequencies is the 
obvious trend in spacecraft communications. 
This, plus the fact that updating a completed Soe cael 
antenna is generally impractical, was the rea- : ee 
son why most main features of the Apollo an- 
tennas were specified at the highest practical 
level considering the present state of the art. 
Many major parts of the antenna are specified 
to greater accuracy than necessary for opera- 
tion at S-band. Some examples are: 


1. Reflector surface accuracy is held to 
0.030 and 0.040 rms for the 30-foot and 85- 
{oot aitennas, respectively. This should nermit 
satisfactory operation in the 10,000 megacycle 
region. 


2. Alignment of rotational axes is neid to 
five seconds of arc. This is as close as is 
feasible with existing field alignment equipment. 


3. Pointing accuracy is specified to be Figure 7—Eighty-Ffive-foot antenna, similar to 
within 40 seconds of arc. Apollo antenno. 
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MAINTENANCE y i y 

Experience at GSFC has shown that aati ae 
steerable antennas, particulary 85-foot di- : = 
ameter antennas, require considerable main- SS 
tenance. Maintenance of drive systems and s- 
gears is expected, but one of our most XS 
troublesome problems has been the loosen- ther 
ing of bolted joints. AZ 


The problem is partly peculiar to X-Y 


“ea + : Ri 

antennas. As the X-Y antenna tracks from nth fm \e F 
— ~~. r=. Vv 

horizon to horizon, the gravity loading on Cunt Bla —— ae 


practically every joint in the structure is 
completely reversed. For an azimuth- 
elevation antenna, only that part of the 
structure below the azimuth axis experi- 
ences reversal of stresses from gravity 
loading. Simpite calculations show that 
gravity loadings are, for most joints, higher 
than drive and brake loadings. 


“0/4 


Figure 9—Eighty~-five-foot antenna reflector. 


USB ANTENNA STRUCTURES 27 


Why does a bolted joint designed for a relatively high factor of safety loosen under normal 
antenna usage? First, most load values given for strengths of bolted joints wil! allow a very 
$mall amount of slippage, so that the margin of safety for a joint subjected to reversal of load- 
ing may not be as high as calculated. Second, the actual loading of a particular joint can be 
higher than calculated because of slight inaccuracies in lengths of members. [If a joint slips 
ever so slightly as the antenna is exercised, the bolt threads will unscrew because mechanical 
rectification is inherent in a bolted joint which is slipped. Even if the threads are locked, the 
joint will still loosen at a slower rate because of wear. This loosening of Joints can progress 
throughout the structure. 


A related problem is that bolts torqued to known values and then subjected to very light 
loads have shown an appreciable relaxation of torque. There are at least three possible 
causes: 

1. Cold flow of paint films. 

2. Some extrusion of washers into bolt holes, 

3. Some yielding of "pinnacles" of irregular mating surfaces. 

Because of GSFC's experience with loosening of structural joints,a program of periodic bolt 


checking and torqueing is being included in the preventive maintenance program. It is expected 
that a similar program will be necessary for antennas in the Apollo network. 
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USB SERVO SYSTEM 


by 
N. Raumann 
Goddard Space Flight Center 


ABSTRACT 


A unified S-band (USB) servo control and drive subsystem has been designed 
and is being presently developed. The intent of this discussion {s to present an 
overall view of the subsystem and its anticipated capabilities. The text includes, 
&8 an introduction, a general description of the servo control and drive sub- 
system, the system's principal modes of operationand its required sky coverage. 
More specific discussion on the dynamie behavior of the system follows the 
introductory portion. Finally, some preliminary results are given and the pres- 
ent status of the subsystem is discussed. 


INTROOUCTION 


The servo and drive system isthe portion of the overall antenna system that permits the 
accurate positioning of the gimbal axes in response to various input signals. First, the land- 
based antennas will be discussed and then a few comments on shipboard systems will be made. 
An X-Y mount is used for this application because zenith coverage is accomplished which is 
not possible with a more conventional Az-E] mount. Even though a two-axis mount could have 
been designed mechanically to cover the whole hemisphere, a cone exists in which tracking is 
impossible due to excessive drive rate requirements. This cone of silence, or keyhole, is 
always centered around the major axis of the antenna and its size is proportional to maximum 
rates that the drive system can deliver. For the X-Y mount, the keyhole appears along its 
major axis, the X axis, which is parallel to the surface of the earth and has a north-south 
orientation for 30-foot systems; thus, only targets on the horizon appearing in a northern or 
southern direction are affected by keyhole considerations. The Az-E] mount, which has its 
keyhole at zenith, usually requires a larger keyhole for a given maximum drive rate because 
satellite dynamics, as seen from the antenna, approach maximum values at zenith and minimum 
values at the horizon. 


The antenna gimbal axes are positioned by means of a hydraulic drive system. A hydraulic 
system has been chosen rather than an electrical one because of inherent advantagecus ciar- 
acteristics, such as high torque to inertia ratio, large ayiamic range, lack of radio interference, 
and lack of predominart time constants within the servo bandwidth. Nevertheless, in selecting 
a hydraulic drive, certain possible problem areas have to be considered, and these are miaiuly 
concerned with hydraulic leaks and contamination of the fluid. C:areful design and preventative 
maintenance will, however, isunimize these problems. The rating of the drive system has been 


29 


30 N. RAUMANN 


chosen to provide for obtaining maximum velocities and accelerations under maximum wind 
conditions. 


The servo Jd structural interface has been adequately covered for this application, which 
requires that the lowest natural frequency of the structure is sufficiently high to realize the 
required servo bandwidth. The Servo bandwidth is mainly determined by satellite dynamics and 
system noise considerations and is in the order of 1 cycle per second. The natural frequency 
of the 30-foot antenna is specified to be 4 cycles per second and that of the 85-foot antenna, 

3 cycles per second. 


Table 1 shows the performance specification of the two antenna types, the 30-foot and 
85-foot systems. It can be seen that the masimum tracking velocity is 4 and 3 degrees/second 
respectively and an acceleration capability of 5 degrees/second? is provided. These rates are 
adequate to track a satellite in a low earth orbit, of about 100 miles. The antenna will be able 
to track in winds up to 45 miles per hour. Full tracking accuracy will be realized in winds up 
to 20 miles per hour. Tolerances will be doubled for winds between 20 and 30 miles per hour 
and quadrupled for winds between 30 and 45 miles per hour, The drive system will be powerful 
enough to move the antenna to a stow position in 60 miles-per-hour winds. 


Table 1 


System Performance. 


Criteria 30 Ft 85 Ft Units 
Velocity 4 3 Degrees/Second 
Acceteration 5 5 Degrees/Second? 
Winds: Operating 20 20 MPH 
reduced 
Operating accuracy 45 45 MPH 
Stowing 60 60 MPH 
Survival 140 120 MPH 
| 
Sky Coverage 2 2 Degrees Above Horizon 
Keyhole Cone | 20 20 Degrees 
Keyhole Orientation | North-South Axis East-West Axis 
Accuracy: Pointing +0.6 +0.6 | Minutes 
| Tracking | 1.5 max 1.5 max Minutes 


Due to the particular arrangement of the axes of this mount, the keyhole will be oriented 
along the X axis, The keyhole will describe a 20-degree cone at each end of the X axis. Except 
for the keyhole, the antenna will be capable of tracking in ali directions above a horizon of 2 
degrees. Pointing accuracy can be defined as the closeness to which the antenna can be directed 
to a given coordinate position. Pointing accuracy could be determined in the program mode, for 
example, by introducing a fixed position into the programmer and measuring the error between 
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this commanded position and the actual. Pointing accuracy of this system will be +0.6 minutes 
of arc. Tracking accuracy is determined by measuring the overall angular error between the 
axis of the RF beam ofthe antenna and a line drawn between the antenna andthe target. In 
particular, this measurement could be performed by autotracking a calibration plane and ob- 
serving the position of the plane on an optical monitor mounted on the antenna. The 3-sigma 
tracking error will not exceed 1.5 minutes of arc. 


DRIVE SYSTEM 


Each antenna axis is driven by two fixed displacement hydraulic motors which are con- 
nected to the bull gear through individual gear boxes. This configuration has been chosen to 
eliminate backlash in the drive system. Figure 1 shows the X bull gear, a pinion extending 
from a gearbox, and the hydraulic motor. The hydraulic pump unit is inthe background. Fig- 
ure 2 shows a closer picture of the gearbox with the motor. Figure 3 shows the pump unit 
with its hydraulics. On one end of the pump unit, the variable displacement pump which drives 
both motors is shown. On top of the pump isa servo valve. This controls a ram which in 
turn positions the yoke of the pump. Yoke angle, for feedback purposes, is derived from a 
potentiometer infront of the pump. The pump is driven by a squirrel cage motor barely visible 
behind the structure. The motor also drives two auxiliary fixed-displacement pumps which are 
not visible. On top of the pump unit the reservoir is visible. Next to it is a box which houses 
the brake control unit. This device permits a gradual application of the brakes for normal 
shutdowns. Only during an emergency stop is sudden complete application of the brakes used. 
In front of the pump unit are various filters, valves, and gauges required for the satisfactory 
operation of the system. 


A very simplified schematic of the hydraulic drive system is shown in Figure 4. 
There are the two motors which are connected through gear reducers to the antenna axis 
bull gear. 


Hydraulically, the motors are connected 
in series and are energized by the main pump. 


e 
= 
When the yoke of the pump is in its neutral, or ia 
a“ 
~ 


~ 


Figure 1—Photogroph of USB antenna drive system 
showing X-bull gear and hydraulic motor. Figure 2—Gearbox and motor. 


32 


= 


. RAUMANN 


Figure 3—Pump unit with hydraulics. 
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Figure 4—Schematic of hydraulic drive system with no excitation and brokes applied, 
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central, position, as shown in this slide, no differential pressure is produced across the pump. 
The anti-backlash feature of this drive system is accomplished by the first auxiliary pump. 
The output of this pump is held to 100 pounds per square inch by means of a relief valve. This 
100 pounds per square inch, or bias pressure, is applied through check valves to opposite ports 
of the hydraulic motors, thus producing equal and opposite torques on the bull gear. Even 
though no motion results, backlash in both gearboxes and between pinion and bull gear will be 
taken up. The second auxiliary pump produces a 1000 pounds per square inch control pressure 
which is used to power the yoke servo and to lift the brakes whenever the solenoid operated 
valve is energized. Having to rely on control pressure and current in the solenoid makes the 
brakes fail-safe. Failure, electrical or hydraulic, will apply the brakes automatically. 


Figure 5 shows the same schematic, only now the brakes are lifted and a signal has been 
applied to the servo'valve causing its spool to be displaced tothe right. This action raises the 
pressure on one side of the piston of the ram actuator and moves it to the right. This in turn 
moves the yoke to the right and causes a pressure increase at motor #1. Maximum pressure 
could be as high as 3000 pounds per square inch. The check valve at motor #1 closes because 
pressure on upper port of the valve is higher than on the lower port. The other check valve 
remains open, thus maintaining the 100 pounds per square inch bias pressure on motor #2 
which is required for the anti-backlash feature. Because pressure P, is larger than P,, motor 
#1 will develop a torque T, that is larger than that of the other motor, and consequently a net 
torque will be applied to the bull gear which is proportional to the difference of T, and T,. 
This net torque, if sufficiently high, will cause motion of the antenna, say in a clockwise 
direction. 
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Figure 5—Schemotic of hydraulic drive system with brakes lifted and signal applied 
to servo valve cousing its spool to be disploced to right. 
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Figure 6 shows a similar condition only now the drive signal to the servo valve has been 
reversed. This wiii produce a torque T, at motor #2 which is higher than that of motor #1 and 


motion of the bull gear will result in the opposite direction to that in the previous case. 
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Figure 6—Schematic of hydraulic drive system with drive signo] to servo valve reversed. 


Note that several feedback transducers have been provided in the hydraulic drive system, 
namely: a potentiometer measuring yoke angle, a differential pressure transducer across the 
pump, and a tachometer at each motor shaft, which, however, is not shown. Also not shown are 
many other hydraulic components and circuits, for example: a heat exchanger is provided to 
cool the oil, several filters in the ranges between 1-1/2 - 25 microns are provided to keep 
contamination to a minimum, an oil path through the pump housing is provided to prevent over- 
heating of the pump (especially at no flow conditions), and several relief valves are provided in 
case excess pressures appear. 


SERVO SYSTEM 


The servo system is capable of operating in any of the following modes. 
1. manual 

2. slew 

3. programmer 


4. slave 
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3. scan 

6. acquisition track 
7. automatic track 
8. auto-program 


9. test 


A manual mode is provided which permits an operator to position the antenna to any desired 
coordinate position by means of a ball tracker. 


The ball tracker can also be used in the slew mode, in which the antenna can be operated 
at various constant velocities. In the program mode, the antenna follows a command which is 
generated from a prediction tape in the programmer. The antenna is also capable of following 
any other antenna in the slave mode. A scan function generator has been incorporated to per- 
mit superposition of a search pattern on most other modes of operation, Scan functions avail- 
able are spiral, circle, raster, and sector search patterns. The acquisition track mode permits 
automatic tracking of targets with the acquisition monopulse system and the automatic track 
mode permits tracking with the narrow beam, high-gain, unified S-band monopulse system. 


A new mode of operation has been added to this system which has not appeared on previous 
GSFC antennas and this is the autoprogram mode, which will he explained a little later. Finally, 
there is a test mode which permits testing of the various operational modes prior to a satellite 
pass. 


Figure 7 shows the servo control panel. The various mode switches are arranged in the 
center of the panel. Several other switches required for operation of the antenna are provided 
below, such as power on-off switch, hydraulic on-off switches, and disable switches. Indicator 
lights are provided for each axis monitoring oil temperatures, oil filter conditions, and antenna 
limit conditions. Servo error meters for each axis are also provided, The operator can, at 
his discretion, adjust the servo loop bandwidth by means of a switch between the error meters. 


Above the servo control panel is the 
error monitor and slave selector panel. By  XPOSITION SERVO WARNING ERROR 
: READOUTS CONTROL CONTROL MONITOR 
depressing any of the buttons, the antenna can fe POSITION 
3 coor REAOOUTS 
be slaved to any of six external sources. The xi 
additional servo error meters permit meas- 


saad 
| WRITING 
es | SHELF 


SCAN 
GEN 


urement of errors in any moae not selected 
by the servo control unit. Figure 8 again 
shows the servo control unit and the error 


monitor and slave selector panel, but it 
shows it in relation to the bal! tracker which 
is just in front of the operator. 


BALL TRACKER 


‘rhis ball tracker, as previously men- 
tioned, permits simultaneous positioning of Figure 7—Servo control panel. 
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both axes of the antenna in the manual mode 
of operation. In the slew mode, the ball 
tracker permits variations in axis speeds. 
Figure 9 shows the complete operator's sta- 
tion. The servo control unit is in the center. 
X% and Y position readouts are on either side 
of the contro] unit. Just below the Y position 
readout is the scan generator. Next to the 
servo console is the TV monitor and camera 
equipment. Next to it is the servo rack hous- 
ing the various amplifiers and other elec- 
tronic components. 


SYSTEM PERFORMANCE 


Figure 10 shows a rough schematic of 
the servo system. The antenna mount is 
represented by the right-hand block. The 
antenna axis is driven from the hydraulic 
system through a gear box. Each antenna 
axis is provided with a synchrotransmitter — 
actually, there are two, a coarse and a fine 
transmitter, but for simplicity only one has 
been shown. Furthermore, RF electronics 
are provided which generate servo error 


Figure 8~Servo control unit in relation to ball tracker, 


Figure ?—Complete operator's station. 
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Figure 10—Schematic of servo system. 


signals in the tracking modes, and each axis has a digital position encoder. The hydraulic 
system consists, as previously stated, of the motors, the pump, and the yoke servo with their 
respective feedback elements. The controller is made up of several operational amplifiers 
and switching relays. 


The system utilizes three minor servo loops for stability and linearization purposes. 
These are the yoke loop, pressure feedback loop, and the velocity loop. The main, or position, 
loop is closed around equipment that depends on the various modes of operation. In the manual 
mode, the operator adjusts the ball tracker, which is coupled to a control transformer. This 
transformer compares the position of the mount to its shaft position and generates an error 
signal which will move the drive system and therefore the mount in a direction to null this 
error signal. During autotrack, the RF receiver acts as a position transducer and is used to 
close the loop. In the program mode, the encoder output is compared to coordinates on a pre- 
diction tape, and an error signal is generated which again is fed to the servo system. Similarly, 
in the slaved mode, an error signal is applied to the system. 


The various amplifiers in the controller have been compensated to give the proper f:equency 
response for the various loop gain conditions and the servo bandwidth requirements. System 
accuracy is a direct function of loop gain, bandwidth, and the type of servo system used. To 
realize the tracking accuracy in the autotrack mode, a Type II servomechanism is sed. This 
type of system reduces velocity errors to zero. and crc tias to contend with acceleration errors 
only; however. this t;7e ui a system is more difficult to stabilize than a Type I system, which 
is utilized in all other modes of operation. Bandwidth is dictated by target dynamics, wind 
spectra, and noise considerations, Normally tracking low altitude satellites in windy environment 
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requires a bandwidth of about 1 cycle per second. Satellites far out in space have a very slow 
apparent motion and therefore can use lower bandwidth. Lower bandwidth is especially desirable 
from a noise standpoint because RF thermal noise increases with satellite distance due to 
poorer signal-to-noise ratios. To accommodate these conditions, a variable bandwidth switch 
has been provided, permitting servo bandwidth selection by the operator. Bandwidths between 
0.12 cycle per second and 1.0 cycle per second are available. 


Switching to a lower bandwidth may, however, not be justified for a distant satellite target 
when tracking occurs during windy conditions. Even though target dynamics could use a narrow 
servo bandwidth, varying winds require a wide bandwidth. To accommodate these contradictory 
requirements, the autoprogram mode has been provided. This combination mode uses narrow 
bandwidth tracking information for following target dynamics and uses wide bandwidth program 
information to reduce wind effects. Computer results have indicated that definite improvement 
in operation can be expected; however, this type of operation has not been field-tested as yet. 


The shipboard antennas, the 30-foot dishes on injection ships, and the 12-foot dishes on 
re-entry ships, have basically the same type of servo and drive system. The mount has an 
Az-E} configuration. The drive system must have the capability of not only following a target 
but also of stabilizing the mount against roll and pitch of the ship. This requires antenna 
velocities of 50 degrees/second and accelerations of 50 degrees/second?. Stabilization against 
ship's motion is accomplished by use of rate gyros on the mount and by utilizing information 
derived from the ship's inertia] navigation system. Contrary to the land-based antennas, an 
electric drive system is provided which consists of a torque motor and an amplidyne con- 
nected ina Ward-Leonardtoop. The advantages of torque motors are that they do not require 
gearing and consequently eliminate backlash. Also, these motors display a large dynamic range 
which cannot be duplicated with an ordinary dc motor. Torque motors permit a compact 
design which influences favorably the nautral frequency of the structure. At present, a natural 
frequency of 10 cycles per second is anticipated. These systems have essentially the same modes 
of operation as their land based counterparts. Their tracking aceuracy will also be 1.5 minutes 
of arc. 


ANTENNA FEEDS AND ACQUISITION ANTENNAS 


by 
J. Flowers 
Goddard Space Flight Center 


ABSTRACT 


This paper presents the history and a technical description of the Apollo 
Cassegrainian Feed System and Acquisition Antenna. Characteristics of the feed 
and acquisition antenna systems are discussed, including design considerations, 
configuration, constraints, parameters, and interfaces with the Cassegrainian 
feed system and the more conventional focal-point feed system. Discussion in- 
cludes the 30-foot parabolic dish antenna, the shipboard 30-foot antennas, and 
the feed and acquisition antenna systems fer the projected 85-foot dishes. Also 
described are typical receiving patterns, the method of TE,,/TM,, mode ex- 
citation, efficiency factors, and various packaging problems. 


INTRODUCTION 


The Cassegrainian feed system configuration was decided upon because it is better able to 
carry the complexity of equipment required to be located in proximity to the feed. A simple 
adaptation of already proved designs was made a firm requirement early in the design of the 
Cassegrainian feed. The feed design is a basic four-horn monopulse in which the communica- 
tions channel! is formed by summing the four horns. The E-plane distribution is altered by 
higher order modes, generated in side-wall launchers, to produce equal E- and H-plane illum- 
inations. Simplicity of the feed design is further enhanced by limiting available polarizations 
to right-and-left circular, remotely selectable. A diversity communications channel is avail- 
able but unused. 


An early decision in the design of the acquisition antenna placed this unit on the periphery 
of the 30-foot dish; with further study it was determined that for an X-Y mounted antenna the 
apex of the quadrapod was the more desirable location from both an RF and a mechanical stand- 
point. The acquisition antenna has a simple four-horn receive only feed. Any of four polariza- 
tions is available, remotely selectable. 


CASSEGRAINIAN FEED SYSTEM 


The Cassegrainian feed assembly serves as the illuminating system for the 30-foot para- 
bolic dish antenna, and in due course, will serve likewise for the 85-foot model. In this dis- 
cussion such terms as “illuminating" and "radiator’' are used for the sake of simplicity in 
describing functions of the feed, irrespective of its use as a transmitting or receiving feed, even 
though a receiving feed does not illuminate a reflector antenna, in a true sense. 
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This assembly consists of the hyperboloidal subreflector and the feed cone or feed hous- 
ing, which contain the feed, composed of the aperture horn, mode control sections circular 
polarizer, orthogonal mode junctions, comparators, polarization switches, and the filters and 
diplexer. 


The feed system is the connecting link between the physical antenna structure and the 
unified S-band transmitters and receivers. By the very uniqueness of its position in the overall 
system, the feed system, like the antenna structure, must have near 100 percent reliability, 
as it is virtually impossible to provide redundant circuits which may be quickly switched into 
the system. 


To the end of achieving reliability we chose a design approach which combined good micro- 
wave engineering techniques and proved, established principles to create a simple and de- 
pendable feed system. At the same time we felt constrained, by the complexity and weight of 
receiving equipment which was required to be located in the immediate vicinity of the feed, to 
introduce a small element of additional unreliability by the use of a Cassegrainian configuration, 


The advantage of the Cassegrainian system over the more conventional focal-point system 
is apparent in Figure 1, which illustrates in simplified sketches the principal difference between 
the two, The focal-point feed illuminates the main reflector surface directly, and its total 
weight plus signal and control cabling must be supported by the quadrapod legs, whereas the 
Cassegrainian system uses a passive, secondary reflector in front of the focal point, permitting 
the active feed components to be mounted close to the main reflector surface. The author 
places the "unreliable" label on the Cassegrainian system only because there is an additional 
item of equipment to sustain damage, or to become misadjusted; in reality it is highly probable 
that a Cassegrainian system will prove more reliable, as environmental protection capability is 
enhanced by the closed, weather-tight wheel-house and cable runs for RF, power, and controls 
are shortened and simplified. 


DESIGN PARAMETERS (3D-FOOT DISH) 


To summarize the pertinent basic design parameters of the 30-foot dish microwave sub- 
system: The feed assembly will receive data in the 2270- to 2300-megacycle band with a 
minimum gain of 44.0db, corresponding to an 


APERTURE APERTURE overall efficiency of 53%, including 17R losses 
SA AE PLANE ae of less than 0.5db. Monopulse sum and error 
PLANE signals of comparable gain are provided to the 
tracking receiver in this band as well. Trans- 
or mission of up to 20-kilowatt RF power, ata 
FEEDS! 


-axis Minimum of 43.0db gain, is possible over the 
"Focus 2090- to 2120-megacycle band. The feed system 
receives and transmits only circular polariza- 
tion with remote switching capability. Receiving 


and transmitting circuits are switched simulta- 
A. CASSEGRAINIAN 8. FOCAL-POINT FEED neously, with the primary data-receiving output, 
as well as the monopulse tracking signals, being 

Figure ]—Antenna feed systems, of the same polarization sense as the transmitted 
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signals. Very close attention has been paid to the distribution and symmetry of phase and 
amplitude in the feed system, providing a clean sidelobe structure and a sharp, stable tracking- 


signal output. 


DESIGN PARAMETERS (85-FOOT DISH) 


The feed and acquisition antenna systems for the 85-foot dishes have not yet been developed. 
They will be electrically similar to those of the 30-foot dish; with less of a packaging problem 
being posed by the larger feed cone of the 85-foot structure, the feed system can be further 
simplified, particularly with respect to ease of assembly and disassembly. The primary dif- 
ference between the two subsystems, of course, is that in the 85-foot dish the feed will develop 
gains of 50.5db receiving and 50.0db transmitting. Better sidelobe control will also be possible. 
Except for these differences, what is said here applies as well to the 85-foot feeds and acqui- 


sition antennas as to the 30-foot equipment. 


SHIPBOARD ANTENNAS (30-FOOT DISH) 


Also, in a general sense, the basic parameters given here for the feed system of the ground 
station 30-foot unified S-band antennas apply as well to the shipboard 30-foot antennas, built for 


the prime contractor, Reeves Instrument 
Company, by Hughes Aircraft Company in 
Fullerton, California, The basic technical 
difference is in the method of injection of 
higher order modes which are described 
The designer of the shipboard 30-foot 
feed system had an easier packaging problem 
than did the Rantec engineers, due to more 
space being available in the back-up structure 
of the Az-El mounted shipboard antennas 
than in the ground station structure. 


later. 


UNIFIED S-BAND FEED SYSTEM 


The basic aperture components of the 
unified S-band feed system (produced by 
Rantec Corporation in Calabasas, California) 
are the four square waveguide horns, dis- 
posed two opposing two to develop the error 
signa!s iz, each plane (Figure 2). These are 
represented by the four parallel lines, From 
this point back the system is a simple. clas- 
Sica) four channei-waveguide monopulse sys- 
tem. Problems were encountered in packag- 
ing the components within the feed cone 
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Figure 2—Cassegrainion feed system, block diagram. 
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(shown in outline here by the dashed lines), approximately 7 feet tall by 3-1/2 feet in 
diameter at the base, to the extent that the original design goal of packaging entirely within the 
feed cone area was not achieved. However, observing the packaging design as it now stands 
would lead one to the conclusion that the spilling-out of microwave equipment from the base of 
the feed cone is intentional, as the input filters of the feed extend down or back into the Y-whee} 
house to a very convenient point for short-cable connection to the preamplifiers. 


The four square waveguide horn outputs lead into the orthomode junction section in which 
the orthogonal circular polarizations are extracted. These are operated upon by the proper 
combination of magic-T hybrids and transfer-switch positions to give sum and error channels 
of remotely selectable right or left circular polarization. The transmitter input is diplexed 
from the primary sum output, hence is of the same sense circular polarization as the primary 
receive-sum Output, which is also the tracking-reference channel, and the same sense as the 
tracking-error channels. A diversity receiving-sum output, of the opposite sense circular 
polarization to the primary, is available but unused in the present system. Better than 190db 
isolation is obtained between the transmit and receive ports in the transmitting frequency band; 
and better than 165db isolation to any spurious signals generated by the transmitter in the re- 
ceiving frequency band. 


Outward from the basic four-horn monopulse aperture the feed system becomes what has 
come to be called a "multimode" horn. The multimode portion of the feed comprises the 
sections at the top of Figure 2 and is shown schematically in Figure 3. 


The effect of the multimode action is to operate upon the amplitude distributions (shown 
at the four-horn aperture to the left in Figure 3) to produce the distribution illustrated at the 
right. The final result is that the H-plane 


TE, /TMy, EXCITER distribution is unaffected, and the E-plane 
Ae ge 8 PHASING SECTION is modified to be essentially identical to the 
a | H-plane, leading to higher efficiency and 
MATCHING 16.65 improved side lobe control. 
SECTION 


RANTEC FEED 


The Rantec feed differs from others in 
17 this class which have been described in the 
—tex published literature in the method of TE ,,/ 
TM ,, mode excitation. Section B-B is a 


section through the main square waveguide 
beyond the four waveguide aperture, and 
St0d includes a section through one of the sets of 
MAGNETIC 
FIELO IN higher mode exciters, which are essentially 


ale APERTURE ee ; ; 

Y - DIFF four auxiliary waveguides, shorted at their 
ae far ends. When the electric field is as shown, 
SEC A-A SEC C-C the upper and lower auxiliary waveguides 


are excited. Being of very small axial di- 
Figure 3—TE)2/TM 2 exciter. mension, the mouths of these auxiliary 
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waveguides act as magnetic line sources. For the sum mode, these line sources couple to the 
TE ,9, TE,,, and TM,, modes, plus higher modes which are prevented from propagating by 
choice of the main waveguide dimension A. Essentially only the TE ,, and the TE,,/TM,, modes 
are present in the throat of the horn. Two independent and essentially non-interacting exciter 
sections are used in series, the parameters of each being chosen so that one optimizes the 

phase and amplitude relations for the 2270-2300-megacycle band, and the other functions like- 
wise for the transmit band. 


When the feed is operated in the X-difference mode, the higher mode exciter couples to 
the higher order modes. However, these modes do not propagate in the main square waveguide 
size chosen. Inthe Y-difference mode, the exciter section couples to the TE,, /TM,, modes, 
which are the desired modes already launched by the phasing of the four-waveguide sections. 
Other modes are again cut off by the choice of the main square waveguide size. 


The resulting aperture distributions approach the ideal, with the exception which is common 
to all orthodox monopulse systems; for an optimum amplitude taper across the dish in the sum 
modes the difference mode tapers are too low, resulting in high difference pattern sidelobes 
(in the order of -15db). The phasing section and horn are designed to cause the TE ,, and the 


TE,, /TM ,, modes to be phased to maintain the orthogonal phasing generated by the circular 
polarizer. 


RECEIVING PATTERNS 


A set of representative sum and error receiving patterns of the 30-foot dish is shown in 
Figure 4. These are hand transcribed from data recorded at the experimental site at Dallas, 
Texas; our instrumentation was not the best and the site is far from ideal for an exhaustive 
evaluation of a large aperture antenna. Ground reflections were an obvious problem. Never- 
theless, a sufficient number of our patterns recorded on this poor range were similar to those 
recorded on the shipboard 30-foot dish at the relatively ideal Carbon Canyon range to give us 
a measure of confidence in the results. It must be pointed out, however, that the sidelobes in 
all planes about the antenna axis will not be as good as shown here; in some instances the first 
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high energy content out to some 5degrees will 
actually be used to advantage as the Figure 4—Typicol receiving patterns. 
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acquisition-transmission mode, which will be discussed in this symposium by Mr. 
R. H. Newman. 


ACQUISITION ANTENNA SUBSYSTEM 


The acquisition antenna subsystem was developed and built by the prime contractor of the 
unified S-band system, Collins Radio Company. It was our intention at the outset of the program 
to mount the acquisition antenna on the periphery of the main dish, but a study made by Collins 
Radio in cooperation with Blaw-Knox convinced us that for an X-Y mounted antenna, the apex 
of the quadrapod was the more desirable location, from both an RF and a mechanical standpoint. 
From the RF viewpoint, the apex-mounted antenna maintains a more uniform earth-to-antenna 
relationship, irrespective of the direction of pointing, than does a peripherally mounted antenna 
on an X-Y mount. Isolation between the main dish, transmitting, and the receiving acquisition 
antenna is essentially equal in either location. The mechanical analysis showed that the de- 
flection of the subreflector remained within the specified limits of 0.05 inches; this has been 
substantiated by measurements at Dallas. Furthermore, the deflections are more uniform 
than the off-center deflections produced by the periphery location. 


The acquisition antenna has a simple four square waveguide horn feed, as is shown in 
Figure 5. Orthogonal linear polarizations are extracted from the square waveguides through 
probes, and are carried through the rest of the circuitry in type-n/coaxial components. The 
switch-hybrid packages are modularized components manufactured by Ramcor, and are sand- 
wiched, with the comparator package, in the space between the acquisition dish and the sub- 
reflector. From this network one sum and two error channels, of any linear or circular 
polarization remotely selectable, are fed back through coaxial lines to the acquisition pre- 
amplifiers. Three waveguide filters identical to the receive filters used in the main feed 
system are inserted into these lines, and are mounted in the back-up structure of the main dish. 


For the 30-foot dish the acquisition antenna is a 42-inch diameter paraboloidal dish of 
0.4 f/d,with a beam width of approximately 10 degrees and a minimum of 22db gain over the 
receiving band of 2270-2300 megacycles. For the 85-foot system, the acquisition antenna will 
be proportionately scaled. 
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Figure 5—Acquisition antenna, block diagram, 


46 


PARAMETRIC AMPLIFIER, AND NOISE FIGURE 
AND TEST SIGNAL NETWORK 


by 
J. B. Martin 
Goddard Space Flight Center 


ABSTRACT 


Parametric amplifiers are used to provide a low system noise temperature 
for both the main tracking and acquisition antennas. Identical units are used to 
simplify maintenance and allow substitution in an emergency. A noise tempera- 
ture of 170°K degrees is achieved without cooling. The units are housed 
in weatherproof, pressurized containers to allow mounting without weather 
protection. 


It is important to determine system veadiness for operation without dis- 
abling the equipment. The Noise Figure and Test Signal network is designed to 
measure noise figure or inject test signals while the receivers arc connected to 
the antenna terminals. This arrangement also allows more realistic tests of 
signal threshold since the effects of antenna temperature and sky noise are in- 
cluded in the measurement. 


INTRODUCTION 


A large variety of techniques and devices is used to calibrate a tracking system prior to 
its operational use. Typical examples which have already been discussed are the method of 
aligning surface panels and the use of airplanes to calibrate all signal- receiving subsystems. 
It is necessary, in a complex system such as this, to perform daily preoperational tests to as- 
sure the operator that the equipment has been set up properly and is working to expectations. 


Two subsystems—the Boresight Equipment, and the Noise Figure and Test Signal network— 
are used in performance of these tests. The Boresight Equipment is located ona remote tower 
and is effective only when the dish can be pointed in the direction of the boresight tower. The 
Noise Figure and Test Signal network is located near the feed on the dish and may be used with 
the antenna in any position. 


NOISE FIGURE AND TEST SIGNAL INJECTION SUBSYSTEM 


The Noise Figure and Test Signal Injection subsystem is used to measure receiver noise 
figure {which inciudes the parametric amplifier) or to inject a variety of test signals into the 
receiving equipment. This enables the operator to verify that the system has the proper sensi 
tivity and that the data demodulator and data handling oguipiuent will operate properly with the 
receiver, A primarxy gual in the design of this subsystem has been flexibility: it may be used 
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with the as*enna in any position and it allows the use of a wide variety of static or dynamic 
test signals. 


Figure 1 shows the functional block diagram of the Noise Figure and Test Signal Injection 
subsystem. The receivers are included, since this subsystem connects into the receiver both 
at the input and output. Note the division drawn between the antenna-mounted equipment on the 
left and the control room equipment on the right. The control assembly located in the control 
room turns the network on, determines what signals will be injected and which receiver chan- 
nels will be measured. We can, with the test transmitter, inject a CW or a phase- modulated 
signal through the network assembly to selected receiver inputs. Note that the test inputs are 
shown in parallel with the inputs from the feed. The test signals are injected into the receiver 
without disconnecting the receiver from the antenna. This is done for two purposes: first, we 
may be sure when the test signal is turned off that the receiver is ready to operate; second, 
this enables a test of system threshold and system noise figure to be made under conditions 
which are very realistic because all noise from the antenna is present in the system at the 
time the test is made. If we wish to inject a different type of signal, the test transmitter may 
be disconnected and a special signal inserted. An example of an alternate source is a sweep 
generator for checking the portion of the receiver which is mounted on the antenna. 


It was mentioned previously that parametric amplifiers are mounted on the antenna. They 
are used only on the sum channel of the main and acquisition receivers, because the error 
channels in this application do not need the low noise figure. In addition, the first receiver 
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Figure }—Functional block diagram of noise figure and test signal 
injection subsystem. 
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frequency conversion is performed on the antenna. The total amount of antenna-mownted equip- 
ment is quite significant. Thus the need for noise figure and test signal injection on the antenna 
becomes quite clear. This network measures noise figure to an accuracy of about 1/2db on the 
sum channel and about ldb on the error channels. This is not intended to be a precise measure- 
ment. The primary purpose in this case is a measurement of relative accuracy which can be 
repeated from day to day to obtain a trend of system deterioration. 


Figure 2 shows the basic concept of the process of ''automatic" noise figure measurement. 
At the input of the receiver three noise signals may be present: noise which is due to the an- 
tenna, noise which is due to the receiver, and noise from a noise source. For this purpose, a 
noise source located on the antenna is alternately fired on and off by the noise figure control 
circuitry in the operations room. When it is fired on, its output is added to the total noise 
present at the receiver input. This is amplified through the receiver circuits and fed to the 
noise figure indicator which adds gain to the signal to produce a constant amplitude (N ,) in the 
noise figure indicator. 


When the noise source is turned off, the gain of the indicator is held constant and the ampli- 
tude of noise left (N,} is a measure of the total noise present in the receiving system. This 
amplitude is displayed on the noise-figure meter as an indication of noise figure. Examples 
are shown for botha low and a high system noise figure. Both cases have the same amount of 
antenna noise and noise-source noises but a different amount of receiver noise. The amount of 
noise added to N, is the same for both cases. The magnitude of the ratio of N, to N, is in- 
versely proportional to system noise figure, In other words, the larger the ratio of N, to N,, 
the lower the system noise figure. It is also evident that the noise-figure meter not only dis- 
plays the noisefigure ofthe receiving channel but also includes the total antenna noise as a part 
of the measurement. 


Figure 3 shows a view of the noise fig- 
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view of the parametric amplifier. Thatpanel is 10-1/2 inches tall by 25 inches deep. It con- 
tains coaxial switches, directional couplers, signal equalizers, and the like and is actually the 
place where the noise-figure signals or the test signals are routed to their intended destinations. 
The test transmitter will be described as part of the JPL equipment. 
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Figure 3—Noise figure and test signel network equipment. 


PARAMETRIC AMPLIFIER 


The purpose of the parametric amplifier (paramp) is to provide a low system noise tem- 
perature constrained by such things as the necessity to produce equipment that will be reliable 
under widely varying field conditions. This equipment will not be operated in a laboratory by 
engineering personnel but will be operated under field conditions which are not ideal and by 
people who perhaps are not ideal. The noise temperature must be as low as practical within 
the constraints of reliable performance, reasonable cost, and required sensitivity. 


To provide a little background, a discussion of system noise temperature is presented. 
Although simplifications have been made for the sake of clarity, the conclusions are accurate 
to within a very few degrees. In this discussion, all noise present is considered as noise tem- 
perature. Noise temperature is a convenient means of stating the noise power present in a 
unit of bandwidth, The total noise power may then be determined from the expression: 


P, = 1, KB, 
where 
P, is the noise power, 
T_ is the noise temperature (K), 
K is Boltzmann's constant, 
and 


B_ is the noise bandwidth. 
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System sensitivity may be easily determined by assessing the effect of each system component 
and adding all effects to obtain the total temperature. The concept of noise figure can be con- 
fusing in computing system performance because noise figure presupposes a source tempera- 
ture of 290°K. The db number commonly used to express noise figure cannot be generally 
applied to comparisons of system sensitivities. 


Figure 4 shows a representation of the system including the antenna, the parametric am- 
plifier, and the receiver circuits. The noise temperature will be measured at the paramp 
input. If the system is entered at that point and a measurement taken toward the antenna feed, 
antenna temperature will be determined. That antenna temperature will include feed losses, 
as wellas sky noise, Side-lobe noise, and so on. If the signal enters again at the same point and looks 
toward the paramp, the total effect of parametric amplifier and receiver noise temperature 
will be seen, The receiver will have an effect on the noise temperature at the input of the sys- 
tem, but the contribution to input-noise temperature will be divided by the gain of the stages 
that precede it. 


Antenna temperature will depend upon the position of the antenna. If the antenna is pointed 
toward zenith in a quiet section of the sky, the temperature will be lower than if it is pointed 
toward the horizon. A temperature of 30°K is expected for the 30-foot antenna when it is 
pointed near zenith. This temperature would increase to about 185°K when the antenna is 
pointed at the horizon. If there is a discrete source of noise that falls within the antenna beam 
width. This will tend to raise the antenna temperature. If the antenna is looking toward zenith 
in the quiet sky but with the moon in the field of view, the temperature is raised from 65°K to 
about 83°. Under all of these conditions, the noise temperature of the equipment following 
would remain a constant, The total of paramp noise temperature plus receiver noise temper- 
ature would be 168°K in each case. This figure results from a paramp having a noise figure 
of about 1.7db followed by a receiver having a noise figure of about 10db when the paramp has 
a net gain of 20db. All temperatures may be added to get a total system temperature of 233°K 
for the quiet sky, 353°K at the horizon, and 251°K if the moon is in the field of view. 
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Figure 4—Antenna, porometric amplifier, and receiver circuits. 
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When the system was originally designed it was expected that the system temperatures 
stated here would be sufficient to meet the need for the Apollo program. Lately it has come to 
light that the spacecraft in some attitudes will not be quite what we expected, and there will be 
conditions where system temperatures as originally specified will be marginal. 


There are means that we can use to improve the system temperatures. It canbe seen that 
the paramp temperature is considerably larger than the antenna temperature from a compari- 
son of the two. We can lower the paramp noise temperature by employing a cooled paramp. 
Typical numbers on the right-hand part of the chart show a cooled-paramp-plus-receiver 
temperature of 33°%K. This compares with the previous figure of 168°K. If the temperatures 
are added as before, a cooled paramp would provide system temperatures of 100°, 220°K, 
and 118°K. Comparing the cooled-system temperature withthe uncooled-system temperature 
indicates an improvement of 3.7, 2.1, or 3.3db. In other words, employing a cooled paramp 
inthis application could improve system sensitivity by approximately 3db for the average 
condition. This improvement is bought for a price. That-price is a complexity of the parametric 
amplifier which would be two to three times that of the present unit. 


Figure 5 shows a block diagram of the parametric amplifier, The signa) input is fed into 
a device which is referred to as a five-port circulator. It is really three, three-port circula- 
tors connected together and built as a single subassembly. A decoupled input is also included 
for injection of the test signal which was discussed a little bit earlier. This is a two-stage 
parametric amplifier which provides a total gain of 30db with a good degree of stability. A 
single-stage paramp could achieve 30db of gain, but at the cost of poor gain stability with 
change in time and change in temperature. Since this stability is important, the added com- 
plexity of the two-stage parametric amplifier is warranted. 


The first stage of the parametric amplifier is shown on the left. The signal enters and 
exits the paramp through the same connection. The five-port calculator is the key to the 
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Figure 5—B8lack diagram of parametric ompPlifier. 
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successful operation of this paramp because energy that enters the circulator at the input will 
appear at the first output and at no other output (within reasonable limits, of course). The 
signal will appear at other outputs but will be attenuated by some 45 or SQdb. Again, signals 
that enter at the first output port will exit at the second output port, enter the second para- 
metric amplifier, experience gain, and be reinserted into the directional coupler to appear at 
the third output port. Energy fed into the test input will be combined with the normal signal 
input after being attenuated by the coupling loss of 20db. 


The klystron pump provides the microwave energy needed to drive the parametric ampli- 
fiers. The output of the pump is fed through a coupler and an isolator and then through a voltage 
variable attenuator. The pump power that is actually inserted into each stage of the paramp 
may be adjusted from the control panel. The pump signal is then passed through a power divider 
and manual attenuators. These attenuators would be set as part of the alignment procedure. 
Bias controls for each of the parametric amplifier stages are also located on the remote con- 
trol panel. 


The signal that has passed through the two stages of the paramp is then fed through the 
power divider to five isolated outputs. These five outputs are provided so that more than one 
receiver at atime may be connected to the same parametric amplifier. The bandwidth of this 
paramp is about 30 megacycles. As such it can pass all the expected unified S-band signals. 
Isolation is provided so that the receivers will not interact with each other. 


A typical noise figure which has been measured on the parametric amplifier is 1.68db, 
which would be an excess noise temperature of about 136°K. This measured noise tempera- 
ture includes loss due to the input circulator. Further, this noise figure can be obtained with 
diodes which are of average quality. The diodes are tailored to the diode holders and the 
diode-plus-holder would be replaced as a unit jn the field. The holders would then be returned 
to a central facility or to the manufacturer for outfitting with a replacement diode should the 
diode burn out. The gain stability of the parametric amplifier assembly has been measured to 
be 0.7db per day and this measurement was made while the environmental temperature outside 
of the paramp enclosure was varied from about 50°*to 100°F. 


Figure 6 shows a view of the parametric amplifier in its enclosure. This is a pressurized 
box. The top row of attachments includes the pressurizing connection, pressure relief valves 
which are set to prevent the pressure inside the box from exceeding twelve pounds per square 
inch, and a manual depressurization switch for use should it be necessary to disassemble the 
box for service. The bottom row shows the five isolated outputs, the test input, the signal 
input, the name-plate, and the power plug. 


Figure 7 and 8 are views of the parametric amplifier with the cover off. Figure 9 is a 
view of the control panel. The two bias adjustments and the mamp power adjustment which con- 
trols gain are visible. The writes was informed that this unit was photographed prior to accept- 
ance testing, hence the running-time meter reading of 0000.0 hours. At the center of the panel 
are the diode current meters and the pump power monitor. The three enclosure-temperature 
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Figure 7—Parometric amplifier, enclosure removed. 
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lights show that the temperature in the antenna enclosure is either low, normal, or high. At 
the lower right are the ON/OFF switch and an OPERATE/STANDBY switch. 


Figure 10 shows the parametric power supply, including the klystron bias monitors, reflec- 
tor voltage adjustment, and fuses. Figure 11 shows the main channel paramp and the acquisition 


Figure 11—Main channe! and acquisition porometric amplifiers mounted in 
wheelhouse of ontenno. 
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paramp mounted in the wheelhouse of thean- 
tenna. The pane) below the left paramp is 
the network panel. The panels to the lower 
right are part of the JPLreceiver. The out- 
puts from the feed which were discussed 
earlier can be seen at the top. 


Figure 12 shows the antenna installation 
from the outside. Paramps, of course, are 
located in the top of the wheelhouse. Cables 
from the acquisition antenna come down the 
legs, enter the wheelhouse, and are fed to the 
paramp. Cables come out the side of the 
wheelhouse and pass over the axes of the an- 
tenna and down and into the operations 
building. 


Figure 12—Antenna installation. 
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RECEIVER-EXCITER SUBSYSTEM 


by 
R. C. Bunce 
Jet Propulsion Laboratories 


ABSTRACT 


The receiver-exciter subsystem, MSFN version, may be described as nine 
functional units interfacing with nine external subsystems. The prime interunit 
and interface signals, gross frequencies, levels, and functions are initially 
presented in diagram form. 


Following the initial description, six functional block diagrams showing the 
mechanization within the functional units in greater detail are also presented. 


Finally, photographs and diagrams showing equipment layout within the 
cabinets and views of the control panels are included, and functions of the im- 
portant controls and indications arc explained. 


INTRODUCTION 


In earlier NASA manned flight programs, several functionally independent systems using 
different frequency bands have been employed in the two-way spacecraft-ground links, re- 
sulting in highly complex facilities. However, in the Unified S- Band (USB) equipment for the 
Apollo program, most of the communications functions have been integrated, for the first time, 
into a single comprehensive capability. For example, all of the carrier frequencies in the 
two-way path are in S-band region (between 2100 and 2300 megacycles). Voice, television, 
telemetry data, range, range-rate, and antenna-tracking information may all be processed 
separately or simultaneously by the same radio frequency equipment. 


Within the ground station facilities of the Manned Space Flight Network (MSFN), this uni- 
fied concept is extremely evident in the receiver-exciter subsystem equipment. The subsystem 
acts as a link between the microwave equipment (such as the power amplifier and parametric 
amplifier) and the low-frequency RF, digital data processing, and de actuated equipment. In- 
formation and reference signals from ten different external subsystems interface with the 
receiver-exciter equipment, which is, in essence, a focal point in the USB concept. 


These basic interfaces are shown in Figure 1, together with the gross classificaiions of 
equipment within the subsystem. Only one of iwo identical receivers in the normal single 
configiraiion is indicated. The equipment is also supplied, for most stations, in the dual con- 
figuration. This configuration contains two complete receiver-exciter suhsvster.s for redun- 
dancy and multiple-vehicle operation. Fer siiipiicity, only a single configuration will be dis- 
cussed in tunis description. 
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Figure l—Receiver-exciter Unified S-Band system functions: doppler extraction, 
two-way communicotions, angle tracking and ranging. 


Operation of the receiver-exciter subsystem within the Unified S-Band system can best be 
understood through a description of the following four major functional capabilities: 


Doppler Extraction 


The subsystem provides a signal whose frequency is proportional to the doppler shift oc- 
curring on the two-way transponded carrier. The doppler shift is a result of spacecraft motion 
with respect to the ground equipment. 


Two-way Communications 


The subsystem contains an S-band transmitter exciter that processes the up-data and voice 
modulation for the Apollo spacecraft, and also contains two functionally identical receivers 
that process the modulated received carriers from the Apollo spacecraft. The received modu- 
lation consists of spacecraft TV and data telemetry, as well as voice information. 


Angle Tracking 
The subsystem contains dual-channel angle receivers which operate in conjunction with the an- 
tenna feed and antenna control and drive equipment toform an antenna position tracking servo system. 


Ranging 


The subsystem contains a ranging receiver and other associated subassemblies that operate 
in conjunction with the digital ranging subsystem to provide data which, when properly reduced, 
yield the instantaneous range between the Apollo spacecraft and the ground station. 
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The fundamental S-band two-way carrier path is diagrammed in simplified form in Fig- 


ure 1. 


Excitation from the exciter is applied to the power amplifier. The amplifier output is 


transmitted as the up-link carrier via the diplexer, antenna feed, and antenna. At the space- 
craft, the up-link carrier is received, transponded and retransmitted as the down-link carrier, 
This carrier is received by the antenna and feed, passed through the diplexer and amplified by 
the parametric amplifier. The amplifier output is applied to the receiver. 


The receivers and exciter interconnect with the doppler and ranging equipment to perform 
the listed functions. In the paragraphs that follow, the mechanization of these four major 
functional capabilities are discussed in greater detail. 


DOPPLER EXTRACTION FUNCTION 


Let the exciter output carrier frequency at S-band (between 2100 and 2110 megacycles) be 
designated F,, as shown in Figure 2. The frequency F, has a precision based upon the accuracy 
of a 1.0-megacycle reference supplied by the timing and frequency reference assembly. 


The output frequency is amplified and transmitted to the spacecraft, where it is coherently 
transponded by the ratio 240/221, and then retransmitted to the ground station. On the ground, 
the received signal is preamplified by the parametric amplifier and appears at the receiver 


input as the frequency 


(240/221) F, + D 


The quantity ''D" is the two-way doppler- 
shift frequency, andhas a maximum value of 
about 200 kilocycles at earth escape velocity. 


The receiver reference loop is phase- 
locked to this received frequency, and re- 
ceiver reference signals containing frequen- 
cies coherently related to the received 
frequency are applied to the doppler 
extractor, 


Similarly, frequencies coherently related 
to the transmitted frequency are also applied 
to the extractor. 


Within the doppler extractor, the trans- 
mitter references are suitably combined and 
shifted coherently to simulate the 240/221 
ratio necurving in the spacecraft. The re- 
sulting signal is functionally differenced with 
the receiver references to yield the doppler 
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Figure Z—Doppler extraction function. 
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frequency D. Finally, this frequency is added to a 1.0-megacycle bias from the timing and 
frequency reference assembly, and the resulting biased doppler, or range rate signal, is sup- 
plied for further reduction to the tracking and data processing (TDP) subsystem. The biasing 
is done to supply the doppler signal in a form that is convenient for further reduction by a 
computer. 


The frequency Dis approximately related to the spacecraft radial velocity vector and 
transmitter frequency by the expression 


where Vis considered positive when the range is increasing. Thus, if the spacecraft is moving 
away from the ground station, the biased doppler frequency will be greater than one megacycle, 
while if the spacecraft is approaching the ground station, the biased doppler frequency will be 
less than one megacycle. 


TWO-WAY COMMUNICATIONS FUNCTION 


A typical operational configuration using both receivers is shown in Figure 3. Up-data 
and voice FM subcarriers from the subcarrier oscillators are applied to the exciter phase- 
modulator. The PM-modulated carrier from the exciter drives the power amplifier, which, in 
turn, feeds the PM-modulated up-link carrier to the spacecraft — Lunar Excursion Module {I.EM) 
or Command and Service Module (CSM) — via the antenna and microwave equipment. Within the 
spacecraft, the carriers are suitably demodulated to provide up-link information for the in-~- 
flight equipment and personnel. 


FM and PM- modulated carriers are 
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| SPACECRAFT - or S-IV-B) and transmitted to the ground 
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FM-& PM- 
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carriers are amplified through the multi- 
channel, parametric amplifier and applied 
to the separate receivers. 


Receiver 1 operates as phase-lock, 
double-conversion equipment, and coherently 
UP-DATA detects the phase- modulated carrier. The 
resulting detected spectrum consists of 
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Receiver 2, in the example shown, operates in an open-ioop, single-conversion, wide-band 
mode. It supplies a gain-controlled FM spectrum (usually TV information) around a center 
frequency of 50 megacycles, the receiver first intermediate frequency (IF). This spectrum 
is also supplied to the data demodulator assembly for FM demodulation. 


Receivers 1 and 2 are not limited to the modes of operation shown in Figure 3. Either or 
both receivers may be Simultaneously operated in either the open-loop or closed-loop configur- 
ations on any one of four received channel frequencies in the 2276@- to 2290-megacycle band. 
The receiver interna? configuration is identical, except that only one source of reference sig- 
nals is required, and this is included in receiver No. 1, for use by both receivers. 


ANGLE TRACKING FUNCTION 


The received carrier from the spacecraft is split by the antenna feed equipment into three 
channels, as shown in Figure 4: the sum channel ("5"), the ''X'' channel, and the ""Y" channel. 


The sum channel signal is amplified by the parametric amplifier, and is the main received 
carrier for the reference loop of the receiver. 


The Xand Y channel signals are not preamplified, but are applied directly to the dua!- 
channel, angle receiver. Using reference signals generated by the receiver reference loop, 
the angle channels operate as dual-conversion receivers. They produce dc outputs (E, and 
E,) with magnitude proportional to the amplitude of the channel input signal. 


The antenna pattern associated with each channel is such that, when the radial axis of the 
antenna is perpendicular to the plane of the incoming wavefront, the sum channel amplitude is 
maximum, but the angle channel inputs are minimum, or "null" inputs. Under this condition, 
the error signal dc outputs E, and E, are also at a minimum. 


When the antenna is slightly displaced 
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tracking, the angle channel input amplitude 
increases. The detected error voltages then 
take on dc values proportional to the angular 
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The error signals thus contain informa- 
tion as to the direction and magnitude of the Figure 4—Angle tracking function. 
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angular tracking error, and the angle channels function as the amplifiers and detectors in the 
antenna tracking servo loop. The other elements of the loop are the antenna feed, which per- 
forms the sensing function, and the antenna control and drive equipment, which actuate the 
motions of the antenna structure. 


The standard single configuration contains two complete angle channel receivers, one 
associated with each of the reference loops. Receiver No. 1 is ordinarily used with the main 
(30-foot or 85-foot) antenna, while receiver No. 2 is ordinarily associated with the small, wide- 
beam acquisition antenna. When the acquisition antenna is not in use, receiver No. 2 reference 
loop is ordinarily switched to receive via the large antenna through the multi-channel parametric 
amplifier. 


RANGING FUNCTION 


The major signal paths associated with the ranging function are shown in Figure 5. The 
digital ranging equipment, known as the ranging subsystem, although not a part of the receiver- 
exciter subsystem, is shown in the diagram to simplify the description. 


A pseudo-random noise code spectrum containing a "clock" component is applied from the 
ranging subsystem as phase modulation (code x clock) to the exciter. The resulting modulated 
carrier is transmitted to the spacecraft, "turned around", and retransmitted to the ground 
receiver. Within the receiver reference loop, the carrier containing the received code x clock 
modulation is translated to an IF of 10 megacycles and applied to the ranging receiver. 


Within this receiver, the received code x clock is correlated with a locally generated code 
from the ranging subsystem. The correlation process is functionally subtractive, yielding an 
output of clock signal alone, whose amplitude is proportional to the degree of correlation. This 
signal is tracked by a receiver phase-lock loop, and its amplitude is detected to appear as a 
dc correlation indication. This indication is routed back to the ranging subsystem as a primary 
information input. 
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Figure 5—Ranging function. 
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The ranging receiver also supplied cluck :equency reference and clock doppler signals, 
while the reference loop supplies a UHF range doppler signal (at one-fourth the S-band doppler 
value or D/4), for use by the ranging subsystem. 


Using these various inputs, the ranging subsystem programs an acquisition Sequence from 
which data proportional to the range of the spacecraft is obtained. 


Upon completion of the acquisition program, the ranging subsvstem delivers updated 
range information to the tracking and data processing subsystem upon rommand from that 
subsystem, 


THE RECEIVER REFERENCE LOOP 


The reference loop of a typical receiver is particularly important as an element of the 
subsystem, as it contains equipment that is operational in all four of the major functions. The 
loop and its associated branches are shown in detail in Figure 6. 


S-band RF input, at one of four carrier center frequencies in the 2270- to 2290-megacycle 
range, is applied to the first mixer and preamplifier. At the mixer, the signal is differenced 
with the local oscillator (LO) chain injection signal, which is 50 megacycles lower in frequency 
than the received signal. The resulting 50-megacycle IF signal is preamplified and applied 
to the automatic gain control (AGC) 50-megacycle IF amplifier. 


During open-loop operation, when the carrier is frequency-modulated by television infer- 
mation, the 50-megacycle spectrum is branched off at this point, passed through a gain-controlled, 
wide-band, 50- megacycle IF amplifier, and supplied as an undetected spectrum to the data 
demodulator assembly. 
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Figure 6—Receiver reference loop (typical). 
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In closed-loop operation, the signal is next gain controlled through a series of 50-megacycle 
AGC IF amplifier stages, and then differenced with a 60-megacycle reference signal in the 
second mixer to produce the second IF of 10 megacycles. The IF amplifier is capable of a 
total gain control range of 91db, operating at an overall gain between +5ldb and -40db. The 
phase and gain changes across this range must be carefully controlled during manufacture to 
assure compatible operation with parallel units in the angle receiver channels. 


The 10-megacycle output is applied to a distribution amplifier, where telemetry channel 
IF and range receiver channel input signals are branched off. Operation of these channels 
are covered in greater detail tater in this paper. 


The reference loop signal is next applied to a 10-megacycle IF amplifier, where a crystal 
filter establishes the loop predetection noise bandwidth of about 7.0 kilocycles. After filtering, 
the signal is split into two channels. The first operates at high gain and contains a limiter 
whose output is applied to the loop phase detector. The second channel operates at lower gain 
without limiting, and this channel output is applied to the loop AGC detector. 


Within the loop phase detector, and assuming loop phase lock, the limited output signal 
frequency is differenced with a 10-megacycle reference signal. The resulting output is a small 
dc voltage proportional to the angular phase error inthe loop. This dc output is applied to the 
reference loop filter, within which time constants are selected manually to control the overall 
loop-noise bandwidth (2B, ). Threshold values for this bandwidth (2B,,) of 50, 200, and 700 
cycles per second may be selected. 


The loop filter output, known as the loop "'static phase error" (SPE), is a small and rela- 
tively noise-free dc voltage. This voltage is applied to the voltage-controlled oscillator (VCO) 
where, during phase lock, it automatically adjusts the VCO frequency to maintain lock during 
input signal frequency variations, 


An acquisition input voltage to the VCO is applied manually by the operator to obtain initial 
lock (acquisition), and then to balance out the residual phase error when acquisition has been 
accomplished. This latter function is indicated by a reduction of the SPE to zero. 


The VCO output is next multiplied by three, and acoherent reference signal for the doppler 
extractor is branched off from the multiplier. 


Finally, the VCO signal is multiplied by 32 for a total multiplication of 96, and applied as 
the local oscillator injection signal to the first mixer, thus closingthe loop. Local oscillator 
injection signals for the angle channel receiver are also branched off at the x32 multiplier 
output. 


Returning to the AGC path, the detector output is applied to the AGC loop filter. Within the 
filter, the AGC loop bandwidth is selected by the control operator for one of three values, 
grossly designated narrow, medium, or wide. 


These values are ordinarily paired with the corresponding reference loop 2 B,,, settings, 
although this is not a necessity for proper operation. 
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The filter output is the dc AGC voltage, with a dynamic range cf 10 volts. This 
voltage iS applied to the gain-controlled stages in the 50-megacycle IF amplifiers in the 
reference loop, and to the parallel angle receiver channels. it is also displayed and recorded 
by the analog instrumentation equipment, as it varies with, and is a measure of, the input signal 
level. 


The 60- and 10-megacycle reference frequencies are both derived from a 20-megacycle 
crystal oscillator. The 60-megacycle signal is obtained through a x3 multiplier, while the 
10-megacycle signal is derived from a x 1/2 multiplier. This reference generation equipment 
is present only in one of the receivers. Reference signals for the second receiver, the angle 
channels, the telemetry channels, the range receiver, and the doppler extractor are all branched 
off of the x3 and x 1/2 multiplier outputs. 


In summary, the reference phase-lock loop is of second order, with the dual-phase integra- 
tion occurring through the loop filter and VCO, while the AGC loop is of first order with single 
integration occurring through the AGC filter. 


VARIATION IN LOOP NOISE BANOWIDTH 


The reference loop gain varies with the input signal level, primarily because of 
the suppression of signal by noise within the limiter preceding the phase detector. The 
increased loop gain at high signal levels re- 
sults in an increased damping and widening 
of the bandwidth. The values of 50, 200, and 
700 cycles per second mentioned earlier are 
values occurring at the system signal thresh- 
old; the strong signal bandwidths are much 
wider. 


B= 
2 lo 7 00 cps 


2B) = 50 cps 

This effect is shown in Figure 7. Note 
that in the 700-cycles-per-second position, 
the bandwidth rises to about 2 kilocycles 
when the signal exceeds the threshold value 
by about 30db. This wide bandwidth is de- 
sirable for tracking the high doppler rates 
encountered during the earth orbital phase of 


BANODWITH (cps) 


the Apollo missions, and will ordinarily be 


used during these passes. Carrier phase 
mcduiaiion within the loop bandwidth cannot 


be properly demodulated because the loop saa 10 20 an 8 0 60 
“tracks out’ these frequencies. This is of RELATIVE SIGNAL LEVEL (db) 
little coucern tor the Apollo program, how- 
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frequencies greater than 1.0 megacycle, well beyond the low frequency cut-off of the 
loop. 


The 50-cycles-per-second position, reaching a maximum bandwidth of 500 cycles per second, 
is intended for use during the lunar phases of the mission. Doppler rates will be low during 
these phases, and the increased sensitivity and narrow bandwidth will assure an adequate com- 
munications margin for the expected received signal levels, even if the emergency modes must 
be used. 


The FM television spectrum will contain energy within the tracking bandwidths shown. 
However, the receivers are in open-loop condition during FM reception, and no attenuation 
occurs, as the tracking loop is inoperative. 


THE RANGING RECEIVER AND DETECTED TELEMETRY CHANNELS 


The 10-megacycle IF distribution amplifier in the receiver channel branches off signals 
for the ranging receiver and the detected telemetry channel. As these two signal paths are 
important to the basic functions of the subsystem, they are shown in greater detail in Figure 8. 


The ranging receiver input, from either receiver as selected by the control operator, 
consists of code x clock modulation on the 10-megacycle IF. This modulation occupies a wide 
spectrum containing significant sideband components as far as 2 megacycles from the carrier. 
This spectrum is applied to a wideband phase detector which is referenced by ‘code x IF." The 
code x IF is a modulated spectrum centered at the IF frequency of 10 megacycles, The spec- 
trum is derived from a phase switch, within which the 10- megacycle IF reference signal is 
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Figure 8—Detected telemetry channel (typical). 
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periodically switched +90°by the code signal, also known as receiver code. This code is sup- 
plied by the ranging subsystem. 


The phase detector differences the two signals, producing an output spectrum which always 
contains some energy at the clock frequency. The amplitude of this energy is directly pro- 
portional to the degree of correlation between the received code andthe receiver code. 


The energy at the clock frequency, known as the clock signal, is filtered and amplified 
through a dual-channel IF amplifier. The channel outputs are applied to a loop phase detector 
(limited output), and a correlation detector (linear output). The correlation detector develops 
the de correlation indication for the ranging subsystem. 


The phase detector output drives a loop filter and VCO, which in turn references the two 
detectors. These units together define the ranging receiver phase-lock loop. The loop band- 
width, as in the main receiver, is established by manual selection of the time constants in the 
loop filter. This bandwidth has threshold values of 4, 16, and 40 cycles per second. These are 
considerably narrower than the bandwidths of the main loop; therefore ranging threshold is not 
ordinarily reached during operation. 


The receiver loop acts as a narrow-band tracking filter, providing relatively noise-free 
frequency references at the clock frequency and its second harmonic. These are supplied to 
the ranging subsystem. The frequencies are used to drive the receiver coder within that 
subsystem. 


The detected telemetry channel is a simple series arrangement of IF amplifier, wideband 
phase detector, and video amplifier. The phase detector is referenced with a 10-megacycle 
signal from the reference signal generator in the receiver. 


The detected signal is supplied at a level of Odbm and a -1db bandwidth of 1.25 megacycles 
to the data demodulator assembly. 


RECEIVER-EXCITER SUBSYSTEM EQUIPMENT LAYOUT 


Control room cabinets containing the receiver-exciter equipment are shown in Figure 9. 
The first three cabinets on the left contain subsystem control panels and monitoring equipment, 
tilted and arranged for convenience by a seated control operator. Continuing from left to right, 
the fourth, fifth, and eighth cabinets each contain two roll-out frames which mount subassemblies 
of the subsystem. Over eighty different types of subassemblies are used, and the total count 
exceeds 200. 


Oné irame of cabinet one is rolled out to show the subassembly packaging and mounting 
methods. All of the interconnecting coaxial cabling is routed on the outer surface os the mount- 
ing plates, while the power, dc, and low-frcguency signal paths are all wired with shielded leads 
On the innex surtace of the plates within the frame. Each subassembly is individually remov- 
able for quick replacement. Connections to the wiring within the frames are made through 
multipin connectors mounted at the ends of the subassemblies. Intracabinet cabling is routed 
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Figure 9—Receiver-exciter subsystem. 


through floor channels beneath the cabinets, and all connections to these cables are made 
through connector plates at the base of the cabinets. 


Subassembly power supplies are rack-mounted beneath the roll-out frames, and ac con- 
venience outlets are placed on the cabinet lower lips. 


Cabinets two and five contain the subassemblies for receiver one and receiver two, re- 
spectively. Each receiver thus housed consists of the reference loop, the angle channels, and 
the telemetay channels. 


Cabinet one contains subassemblies of the exciter, the doppler extractor, and the range 
receiver, 4s well as other minor equipment used with the ranging receiver during the ranging 
program. The exposed plate contains subassemblies of the doppler extractor. 


Additional subassemblies containing equipment operable in the S-band region are normally 
mounted near the antenna, and do not appear in this picture. 
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Cabinets three and four of the right-hand group contain isolation amplifiers and power 
supplies which preprocess monitoring signals before they are fed to the analog instrumentation 
subsystem. All of these signals are normalized for a peak-to-peak level of 10 volts from the 
low impedance output of the isolation amplifiers. The cabinets also contain instrumentation 
used while testing and evaluating the performance of the subsystem equipment. 


The location of the system control panels for the exciter, the two S-band receivers, and 
the ranging receiver are indicated on racks one, two, and three. Figures 10, tl and 12 show 
these control panels in greater detail. 
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Figure JO—Exciter control. 
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Figure 12—Ranging receiver control, 


THE SYSTEM CONTROL PANELS 


The exciter control panel contains all operational controls and indications for the exciter 
and doppler extractor, as shown in Figure 10. Controls for a phase-lock loop which locks one 
of four exciter VCO's to a system frequency synthesizer are included, together with controls 
for selecting the modulation source and the receiver input to the doppler extractor. The panel 
also contains controls for an automatic sweep generator that acts as an aid during acquisition 
of down-link carriers by the receivers. The exciter VCO's may also be automatically frequency- 
swept to aid in the two-way carrier acquisition process. 


The receiver control panel contains all operational controls and indications for the receiver 
reference loop, angle channels, and telemetry channels, as shown in Figure 11. Push-button 
controls for selecting the reference loop noise bandwidth and the AGC loop bandwidth are in- 
cluded, as well as controls for selecting one of four VCO's for the corresponding four received 
carrier frequencies. Coarse and fine manual adjustment controls for the VCO acquisition 
voltage are located conveniently in the lower right-hand corner of the panel. 


The ranging receiver control panel, as shown in Figure 12, is not ordinarily used during 
system operation, as all control of the ranging equipment is transferred to the digital ranging 
subsystem. However, during test of the receiver-exciter equipment, this panel is used to 
contro! and monitor operation of the ranging receiver and associated equipment. Typical con- 
trols are those for selecting the ranging receiver bandwidth, and for selecting the main receiver, 
from which the ranging receiver input is derived. 


SUMMARY 


The receiver-exciter subsystem interfaces with many of the other station subsystems to 
aid in performing four major functions. 
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1. Doppler extraction 
2. Two-way communication 
3. Angle tracking 


4. Ranging 
The subsystem embodies, in many ways, the heart of the unified S-band concept, as it: 


1. Receives and generates the S-band carriers which define the single-system approach. 


2. Operates upon modulation and frequency information contained in these carriers to aid 
in giving the ground station a total communications capability with the spacecraft of the 
NASA Apollo program. 
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VERIFICATION RECEIVER, SCO OSCILLATOR 
AND UP-DATA MODEMS 


by 
J. Jacobi 
Goddard Space Flight Center 


ABSTRACT 


The verification receiver is a solid-state, S-band telemetry receiver with 
special demodulators. It is a fixed-tuned superheterodyne, multiple- conversion 
receiver of standard design. The purpose of the verification receiver is to 
sample the up-link signal at the power amplifier output and provide demodulated 
voice and data signals. The voice signal is recorded and the data is utilized by 
the command system as an input to the verification loop. 


The subcarrier oscillator (SCO) subsystem comprises a 30-kilocycle voltage 
controlled oscillator (VCO) and appropriate mixing networks. The 30-kilocycie 
SCO is modulated with voice and the 70-kilocycle SCO is modulated with data. 
The two resulting signals are added linearly and modulated onto the S-band 
carrier. 


The up-data modem (modulator-~demodulator) accepts a command message 
from a modified Univac 642B computer and converts it toa form suitable for 
modulating onto the 70-kilocycle SCO. 


INTRODUCTION 


The equipment which will be discussed includes the up-data buffer modem, the subcarrier 
oscillator subsystem and the verification receiver. Together, these items comprise a signifi- 
cant portion of the up-link communications system. Figure 1 depicts the relationship between 
these subsystems. 


The up-data buffer modem accepts data f= =S- > 1 


UP-DATA >) SUBCARRIER 


data from a computer and operates on the 
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tion receiver is the original up-data and up-voice signals. The data is returned to the buffer 
modem as an input to the system verification process. The voice output is recorded. 


UP-DATA BUFFER MODEM 


The function of the up-data buffer modem (Figure 2) in the Unified S-Band system is to 
provide interface between a modified Univac CP-642B computer and the up-data subcarrier 
oscillator. The computer provides digital data to the buffer modem. The buffer modem stores 
this data and at the proper time, modulates the data onto an audio tone. This tone is mixed 
with a synchronization tone and filtered, and the resultant is applied to the 70-kilocycle sub- 
carrier oscillator. The buffer modem also accepts phase- modulated audio from the verifica- 
tion receiver, demodulates this audio, and provides the demodulated data to the computer. The 
computer uses this information as a part of a complex verification process. 


The buffer modem may be divided into four main sections: a transmit section, a receive 
section, the audio switching system, and control circuits. In the transmit section, the buffer 
processes digital data and provides a phase shift-keyed audio signal to the subcarrier for up- 
data transmission (the phase shift key will be subsequently referred to as PSK). The receive 
section processes the output of the verification receiver. The audio switching circuits auto- 
matically provide normal and emergency connections between modulators, demodulators and 
RF equipment. The control section generates control and timing waveforms required by the 
up-data buffer modem. 


Transmit Section 


The transmit section can be subdivided into two parts, the data input circuits anda PSK 
modulator. The data input circuits consist of a 27-bit shift register and a 5-bit storage register. 
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Figure 2--Up-data buffer modem. 
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When the buffer is ready to accept a word from the computer, it places a request signal ona 
line to the computer. The computer responds with a 30-bit parallel word, consisting of 25 data 
bits and 5 control bits. The 25-bit data portion of the word is entered into the shift register 
and the 5-bit control information is set into the storage register. The control information 
selects the modulator, demodulator and transmitting equipment to be used during the trans- 
mission of the data bits. If the computer does not respond to the request for a word, logic 1 
data bits are transmitted each bit time. 


When the data is completely entered into the shift register, it is automatically dumped to 
the PSK modulator at a 1-kilobit rate. After the data is transferred to the PSK modulator, a 
signal is generated to initiate another word transfer from the computer. 


PSK Modulator 


Two identical phase modulator circuits 
(Figure 3) are employed in the buffer, one 
acting as a standby to increase operational 
reliability. Digital signals from the shift 
register are applied to the modulator and 
shift the phase of a 2-kilocycle tone ata l1- DATA INPUT 
kilobit rate. The total phase shift between a 
logic "0" and a logic "1" is 180 degrees. 
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Figure 3—PSK modulator. 


The phase-shifted signal is filtered and added linearly to the 1-kilocycle synchronization 
tone. The combined signal is filtered through a 3-kilocycle low-pass filter, amplified and 
supplied through two balanced outputs to the RF equipment. 


Receive Section 


The receive section consists of a pair of phase demodulators and data output circuits. The 
phase demodulators are depicted in Figure 4. 


Phase- modulated audio is obtained from the verification receiver and applied to one of the 
two demodulation circuits. The 1-kilocycle synchronization tone and the 2-kilocycle PSK audio 
are separated by filtering, the 2-kilocycle PSK audio is applied to a phase detector, and the 
1-kilocycle synchronization tone is doubled to 2 kilocycles, and is used as the phase detector 
reference. The demodulated output is then 
"squared up" to provide the digital data to 
the data output circuits. COMPOSITE 
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audio output is entered into the shift register at a 1-kilobit rate. When a full word is stored the 


buffer requests the computer to accept the word, The computer responds by accepting the word 
in parallel readout and acknowledges to the buffer that it has accepted the word. 


SUBCARRIER OSCILLATOR SUBSYSTEM ee 


OUTPUT 


MODE 
Thepurpose ofthe subcarrier oscillators ea 
(Figure 5) in the system is to convert hase- 

band voice and data signals to frequency- 

modulated subcarriers. The subsystem also 
linearly adds these subcarriers and adjusts 

their respective levels so as to produce the 

proper up-link modulation index at S-band Figure 5—Subcorrier oScillotor subsystem. 
for the mode of transmission selected. For 

purposes of discussion, this subsystem will be broken down into three components: the voice 


subcarrier oscillator, the data subcarrier oscillator, and the mode selection circuit. 
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Voice Subcarrier 


Voice signals are received from the station intercom and applied to the appropriate input 
of the subcarrier oscillator subsystem. The input voice is passed through a low pass filter 
which restricts the voice spectrum to a maximum frequency of 3 kilocycles. This filter has 
relatively sharp cutoff characteristics attenuating 6-kilocycle components by 6Qdb which reduces 
the spreading of the voice subcarrier spectrum and eliminates a certain amount of noise. 


The voice subcarrier oscillator is a voltage-controlled multivibrator which operates ata 
nominal center frequency of 30 kilocycles. The frequency deviation of the subcarrier oscillator 
is a linear function of the modulation voltage and has a maximum value of plus and minus 7.5 
kilocycles about the center frequency. The linearity of the frequency deviation versus voltage 
is 1 percent or better over the full range of plus and minus 7.5 kilocycles. 


The output of the voltage-controlled multivibrator is filtered by a band-pass filter to re- 
move harmonics of the 30 kilocycles and also to remove undesirable voice components which 
might occur at frequencies of 3 kilocycles and less. The output of the band-pass filter is then 
supplied to the mode selection circuitry. 


Oata Subcarrier 


The data subcarrier oscillator is alsoa voltage-controlled multivibrator. The nominal 
center frequency of this subcarrier is 70 kilocycles, and the maximum deviation of the data 
subcarrier is plus and minus 5 kilocycles about the center frequency. The linearity proper- 
ties are the same as those of the voice subcarrier. Fittering of the data prior to appli- 
cation to the subcarrier is accomplished in the up-data buffer modem. 
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The output of the 70-kilocycle multivibrator is filtered by a band-pass filter for reasons 
mentioned in the discussion of the voice subcarrier. The output of the filter is supplied to the 
mode selection circuitry. 


Mode Selection Circuitry 


In the present Unified S-band system there are eight possible modes of up-link operation, 
designated 1A through 1H. The basic mode structure is given in Table 1, 


Table 1 


Basic Mode Structure of Unified S-Band System. 


Operation 


No subcarrier outputs 


1B Voice subcarrier only 
1c Up-data subcarrier only 
| 1D Voice subcarrier only at a voltage level different from that in mode 1B 
1E Up-data subcarrier only at a voltage level different from that in mode iC 
1F Both subcarriers linearly added 
1G Both subcarriers linearly added at voltage levels different from those in mede IF 


Backup voice. This mode permits modulation of up-voice on the 70-kilocycle subcarrier 
in the event of certain failures. 


The purpose of the mode selection circuitry is to make the proper subcarriers available 
at the voltage levels required by simply setting a selector switch to the mode desired. 


To accomplish its purpose, the mode selection circuitry accepts the outputs of the two 
subcarrier oscillators and applies them to two banks of variable attenuator networks. Each 
bank of networks may be considered to contain eight variable attenuators corresponding to the 
eight modes of operation. One bank of attenuators adjusts the voice subcarrier level and the 
other, the data subcarrier level. The output of the two banks of attenuators are combined in a 
linear fashion and provided to the transmitter-exciter through a line driver. It should be noted 
that since each attenuator is variable, the level of either subcarrier may be adjusted inde- 
pendently of the mode selected and independently of the level of the other subcarrier. The 
range of output levels is sufficient to accommodate any present oz future modulation index 
requirements. 


VERIFICATION RECEIVER 


The purpose of the verification receiver (Figure 6) in the Unified S-band system is to pro- 
vide a means of demodulating a sample of the up-link signal as far upstream as possible. The 
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Figure 6—Verification receiver. 


demodulated outputs of the verification receiver consist of up-data and up-voice. The up-data 
is returned to the buffer modem for further processing and the voice is recorded. 


The verification receiver is a version of a commercial, solid-state, S-band telemetry re- 
ceiver. It is a fixed-tuned, superheterodyne, multiple-conversion receiver of standard design. 
The unique items in this receiver are the phase demodulators and the subcarrier demodulators. 


A sample of the up-link signal is obtained froma directional coupler located at the output 
of the S-band power amplifier. The power level out of the directional coupler is approximately 
+20dbm. Therefore it is necessary to reduce the signai to an acceptable level with the attenu- 
ator shown in the diagram. 


After reducing its power level the signal is converted to the first IF frequency of 30 meg- 
acycles. The converter utilizes crystal-controlled oscillators that operate at approximately 
40 megacycles, which requires a multiplication factor of 54. The output bandwidth of the con- 
verter is approximately 3 megacycles. 


The 30 megacycle first IF signal is supplied to the second mixer where it is heterodyned 
down to 10.035 megacycles. The signal is amplified, limited and applied to the phase demodulator. 


The phase demodulator consists of a conventional Foster-Seeley discriminator and an in- 
tegrating network. With a phase- modulated input a Foster-Seeley discriminator provides a 
demodulated output which is a differentiated replica of the video intelligence. By integrating 
this output, a true replica of the video is obtained. This type of phase demodulator gives ade- 
quate performance at high signal-to-noise ratios. It has the advantage that it does not have 
the acquisition problems associated with a phase lock demodulator. 
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It should be noted that the receiver employs an automatic frequency control (AFC) loop. 
This eliminates the problem of having to retune the receiver because of local oscillator drift 
or because of slight changes in up-link frequency. 


The output of the phase demodulator is supplied to the 30-kilocycle and 70-kilocycle sub- 
carrier demodulators. The subcarriers are amplified, filtered and limited in their respective 
demodulators. The resulting signals are fed to discriminators, which are of the pulse averag- 
ing type. The outputs of the discriminators are the desired up-data and up-voice. 
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SIGNAL DATA DEMODULATORS 


by 
G. Hondros 
Goddard Space Flight Center 


ABSTRACT 


This paper presents an overall view of the function and capabilities of the 
signal data demodulator which is an integral part of the heart of the Unified 
S-Band system. The text includes a general discussion of the different types of 
demodulators. Then, more specific discussion follows explaining in detail the 
dynamic behavior of each demodulator, tabulation of parameters, operational 
procedures and integration of the demodulators with the rest of the Unified 
S-Band system. 


INTRODUCTION 


Before we begin the discussion of the signal data demodulator system (SDDS), it is neces- 
sary to acquaint the reader with the type of signals transmitted from the spacecraft. The 
spacecraft has the capability of transmitting 
two carriers simultaneously at different fre- 4. VOICE AND 


PERE TRY BIOMEDICAL 
quencies, one of these is phase- modulated by RANGE CODE saa “il SUBCARRIER 
the information and the other, is reserved SPECTRUM 
for frequency modulation. An examination 
of typical spectra ofthe phase- and frequency- 
modulated carriers, shown in Figures 1 and fo+1.25 Me 
2, reveals the necessity for simultaneous * 024 Mc 


ground demodulation of both carriers and 

recovery of all data. For this reason, two 

demodulator channels, which will be dis- 

cussed in subsequent pages, have been de- EMERGENCY VOICE 
signed for the ground stations. 


OR 


THE SIGNAL DATA DEMODULATOR SYSTEM fo 
EMERGENCY KEY 
The signal data demodulator system is 7 i, 
anintegrai part of the heart of the Unified 
S-Band system. As Figure 3 indicates, the 
SDDS is fed by the receiver and in turn, Of lo Ben Ke 


feeds a iuuiticnannel tape recorder, provides 
the inputs to the various data display systems, Figure I—PM spectra of frequency-modulated carriers. 
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Figure 3—Simplified Apollo Unified S-Bond system. 


and feeds the data processing equipment such as the PCM system. Figure 4 is a simplified 
diagram of the SDDS. As the figure indicates, the receiver feeds the demodulators with two 
signals. One is a 50-megacycle IF which carries the frequency modulation. The other input 
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Figure 4—Signal data demodulator system. 


from the receiver is at video and contains the phase modulation. Thus the SDDS consists of 
two channels which may be referred to as the FM and PM channels. 


The 50-megacycle IF is routed to the carrier frequency demodulator which reduces the 
signal to video and feeds a recorder, an isolation amplifier and filter (television channel), the 
voice and biomedical data demodulator, and the telemetry demodulator. The PM video input 
from the receiver supplies the inputs to the voice and biomedical data subcarrier demodulator, 
the telemetry demodulator, and the emergency key demodulator. Also obtained from this chan-~ 
nel is the emergency voice information. It should be noted at this point that the telemetry sub- 
carrier demodulators and the voice and biomedical data subcarrier demodulators of the PM 
and FM channels are identical. 


As Figure 4 indicates, the outputs of the voice and biomedical data subcarrier demod- 
ulators and the telemetry subcarrier demodulators are routed to a data output selector, 
which is simply a switch. This allows the ground operators to route the voice, telemetry, 
and biomedical data to the proper data-processing equipment regardless of whether these 
data are recovered from the FM or PM chamnels of the SDDS. in addition, the data selec- 
tor provides the inputs to seven binomedica! subcarrier demodulators for the recovery of the 
biomedical information. 


CLmMODULATOR EQUIPMENT 


At this point, let us discuss in some detail the various demodulators. 
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Carrier Frequency Demodulator 


The carrier frequency demodulator is shown in detail in Figure 5. The 50-megacycle IF 
enters the demodulator through an attenuator and is routed to a bandpass filter of either 1- or 
4-megacycle bandwidth. However, as shown in the figure, if the switch is in the horizontal 
position, the input bandwidth is determined by the receiver and it is about 9.3 megacycles. The 
reason for the use of variable bandwidth is to optimize the performance of the demodulator for 
the various signals which are transmitted from the spacecraft. The output of the filter is 
amplified, limited, and converted to 120 megacycles using a local oscillator and doubler. 
Subsequently, the signal is reduced to video, using a modulation tracking phase-lock loop. 
Again for optimization purposes, the loop has a 4- and an 11-megacycle closed loop noise band- 
width. The loop bandwidth is selectable through a front panel control. The output of the loop 
is routed to an output amplifier via a buffer where the video outputs are used to feed the vari- 
ous subcarrier demodulators, television monitors, and tape recorders, The demodulator also 
contains a threshold detector and a loop lock indicator. A loop disable switch is also available. 
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Figure 5~—Corrier frequency demodulator, 
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The PCM Telemetry Subcarrier Demodulator 


As previously pointed out, the telemetry demodulators of the PM and FM channels are 
identical. Therefore, only one will be described here. 


The telemetry demodulator is shown in Figure 6. Since the spacecraft has the capability 
of transmitting 200, 51.2, or 1.6 kilobits per second bi-phase modulated on a 1.024-megacycle 
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subcarrier, it was necessary to provide the 
demodulator withthree different predetection 
bandwidths. These bandwidths are obtained 
using a variable bandwidth filter, shown in 
Figure 6, and their values are 600-, 150-, 
and 6-kilocycles, respectively. These band- 
widths are equal to three times the bit rate 
and are selected by a front panel control. 
When the proper bandwidth is selected for 
the particular bil rate transmitted frem the spacecraft, the 1.024-megacycle bi-phase modu- 
lated subcarrier is routed to a limiter, a filter and a phase detector. The other output to the 
phase detector is obtained by squaring the 1.024-megacycle bi-phase modulated subcarrier, 
thus eliminating the modulation and obtaining a 2.048-megacycle stable component which is 
locked on using a modulation restrictive phase-lock loop. The output of the loop is then routed 
to the phase detector via an X1/2 multiplier. The output of the multiplier is the PCM informa- 
tion which is routed to the bit synchronizer and PCM data processing equipment. 


Figure 6~Telemetry subcarrier demodulator. 


The Voice and Biomedical Data Subcarrier Demodulator 


As previously pointed out, the voice and seven biomedical data subcarriers are frequency- 
multiplexed and the composite is modulated onto the 1.25-megacycle subcarrier. This is done 
only when EVA is performed. At any other time the biomedical data are transmitted via the 
PCM telemetry system and the voice is transmitted alone on the 1.2~ megacycle subcarrier. 


The voice and biomedical data demodulator is shown in Figure 7. The 1.25-megacycle 
subcarrier enters the demodulator via an attenuator. If the subcarrier is modulated with the 
voice information, the 20-kilocycle filter is used prior to detection. If, however, the sub- 
carrier is modulated by voice and biomedical data, then the 35-kilocycle filter is used. When 
the proper filter is selected, the output is limited and detected using a modulation tracing 
phase-lock loop. At the output of the loop alow-pass filter is used to recover the voice infor- 
mation and a wideband output is obtained which feeds the biomedical data demodulators via the 
data output selector shown in Figure 4. The demodulator also contains a threshold detector 
and in-lock indicator. 


The AM Key Demodulator 


The emergency key demodulator is shown in Figure 8. A 512-kilocycle band-pass filter is 
used to recover the subcarrier from the output of the PM buffer amplifier shown in Figure 4. 
Subsequently the signal is amplified and converter to | Kilocycle using a 513-kilocycle crystal 
oscillator. The 1-kilocycle signal is filtered and detected using an amplitude detector. Thus dc 
or keyed outputs are provided. Also incorporated is an audio output amplifier which provides 
the required audio outputs. 


The Test Unit 


For field and laboratory performance evaluation of the various demodulators, the SDDS is 
provided with a test unit. This unit is shown in Figure 9. It can be seen that this test unit has 
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Figure 9~SDDS test system. 


the capability of simulating the telemetry subcarrier, the voice subcarrier, the emergency key 
subcarrier, and the video infor mation. These signals may be summed and routed to a 50- 
megacyclie VCO from which the 50-megacycle IF is derived or to a phase modulator and multi- 
plier where the 50-megacycle PM signal is obtained. 


Depending upon which SDDS channel is to be tested, the PM or FM 50-megacycle signai is 
obtained from the test unit, using a switch, and noise is added to it froma 50-megacycle noise 
source which is built into the test unit. Thus a signal plus noise at 50 megacycles containing 
the desired subcarrier and/or video information is available to the SDDS for testing. 


Two signal data demodulator systems have been completed and tested. Figure 10 shows 
the first system. On the top draw there are three loud speakers used for PM voice, FM voice 
and emergency voice with the various volume controls also shown. In addition, this draw con- 
tains the various in-lock indicators and a patch panel for routing the various signals to the 
various demodulators. The second draw contains the carrier frequeucy demodulator on the 
left and the twu voice demodulators on the right with their various front panel controls. This 
draw also contains the emergency key demodulator which has no front panel controls since they 
are not necessary. The third draw contains the two telemetry demcdulaturs with their bend- 
width switching cuuirols and in-lock indicators. The fourth draw contains the various power 
units. In the fifth draw there are seven phase-lock biomedical subcarrier demodulators with 
their power supplies. 
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Figure 10—Photograph of signot data 
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From the data obtained from testing the first two 
systems, GSFC is convinced that the SDDS design is 
very good and there is every reason to believe that 
this system will operate very well in the field. 


THE UNIFIED S-BAND POWER AMPLIFIER 


by 
T. E. McGunigal 
Goddard Space Flight Center 


ABSTRACT 


Thispaper reviews the salient specifications ofthe 10-kilowatt power ampli- 
fier including its interface characteristics and actual performance character- 
istics determined during the acceptance tests. Special emphasis is given to the 
RF performance and the more difficult RF tests are discussed. Metering and 
control cireuit operation is covered in the light of the Apollo mission operational 
requirements. An overall block diagram of the amplifier is included. 


INTRODUCTION 


The unified S-band (USB) power amplifier will provide uplink data, voice communications, 
and ranging transmissions to either theApolloCommand and Service Module (CSM) or the Lunar 
Excursion Module (LEM). In an emergency situation, it would be possible to simultaneously 
provide two uplinks at 2 kilowatts each to both the CSM and the LEM. Essentially the same 
power amplifier will be used by all the Apollo ground stations; that is, the 85-foot dish stations, 
the 30-foot stations, and the shipboard installations. The power amplifiers were designed and 
manufactured by Energy Systems, Inc. at Palo Alto under subcontract from Collins Radio in 
Dallas. 


SALIENT CHARACTERISTICS OF USB POWER AMPLIFIER 


To begin, we will describe the power amplifier by reviewing the salient specifications. It 
should be noted that in all but a couple of cases which will be mentioned as we go along, these 
specifications represent demonstrated performance determined during type-testing of the first 
two units at the manufacturer's plant. The output power of the power amplifier is continuously 
variable from 1 to 20 kilowatts, cw. The tunable frequency range of the transmitter is 30 meg- 
acycles from 2090 megacycles to 2120 megacycles. The bandwidth of the power amplifier is 
10 megacycles minimum to the ldb point at all power levels. As a matter of fact, it was de- 
termined during type tesiing that at all but the very lowest power levels the bandwidths are 
typically 16 to 18 megacycles at the ldb point. 


The bandwidth is, of course, wider than the sinote wplink specisum to the CSM or the LEM 
ec that it can simultaneously accommodate both spectrums or, onthe other hand, provide rapid 
switching between the CSM and the LEM by switching the exciter. 
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Tuning timeg however, if it is desirable to tune across the band, is less than 10 minutes 
between any two frequencies in the specified band, 


The required drive power to produce the full 20 kilowatts of output is 500 milliwatts. The 
linearity of the amplifier is such that when driven with two tones, each producing 2 kilowatts 
of output power and separated in frequency from 1.5 to 8.5 megacycles, the third-order inter- 
modulation products are down at least 30db. 


The output power stability of the transmitter was specified to be less than 0.5db of varia- 
tion for a 24-hour period. Again during type-testing, it was determined that typical variations 
for a daily period were on the order of 0.ldb rather than 0.5 as required. The phase stability 
and the phase-transient characteristics of the amplifier have not been measured as yet due to 
the unavailability of a phase-coherent receiver at the manufacturer's plant; however, these 
parameters will soon be tested by Collins at their Dallas installation. The specifications are 
that the power amplifier shall contribute less than 1 degree rms residual phase noise when 
measured with a phase-coherent receiver having a double-sided loop bandwidth of 50 cycles 
per second. The phase transients shall not exceed 4 degrees peak for power line variations of 


+5%. 


The wideband noise output of the power amplifier in the receive band, which is from 2270 
to 2300 megacycles, will be less than -80dbm per cycle. The in-band noise, that is from 2 
kilocycles to 5 megacycles away from the carrier on either side, will be at least 130db per 
cycle below the carrier level. In order to keep radio frequency interference problems toa 
minimum, the conducted and radiated interference in the power amplifier is reduced to com- 
ply with MIL-I-26600 for Class III equipment. 


The interface specifications of the power amplifier are as follows: The input impedance is 
50 ohms with VSWR of not more than 1.25:1 over the entire amplifier bandwidth. The output 
characteristics are such that the amplifier will perform to specifications when terminated with 
a load having a VSWR of 1.5:1. The input primary power required by the amplifier is 440 volts 
and 208 volts. The 440 volt-input can be +10 percent 60 cycle, 3-phase, 3-wire and requires 85 
kilovolt-amperes. The 208 volt can also be +10 percent and is also 60 cycle, 3-phase, 4-wire and 
requires 6 kilovolt-amperes, It was anticipated that the 85 kilovolt figure would be required 
for operation in either the single 20-kilowatt mode or the dual 2- kilowatt, linear mode. However, 
the tube seems to be more efficient than we expected and during type-testing it was determined 
that a typical value for power consumption at 440 volts is on the order of 66 kilovolt-amperes. 


POWER AMPLIFIER SYSTEM 


Figure 1 is a power amplifier system block diagram. The exciter-supplied signal comes 
into the RF input control and monitor circuitry, which consists of an input-isolator, waveguide 
coaxial switch which permits rapid removal of the drive from the klystron, a directional coupler, 
and a continuously variable 20db attenuator which permits smooth variations of the input drive 
to the klystron. From there the signal goes into the klystron and electromagnet assembly. The 
klystron is an Eimac tube, a 5KM70SJ, which has been modified to actually reduce its standard 
tuning range, thereby giving greater precision in tuning to preset counter readings and also 
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Figure 1—Power amplifier system block diagram. 


giving greater transmitter tuning stability. From there, the signal anywhere between the 1- and 
20- kilowatt level is fed into the RF output monitor and protective devices which include a 10db 
output isolator and several directional couplers, one of which feeds the verification receiver, 

an arc-detector circuit, which detects the presence of an arc in the output waveguide and im- 
mediately cuts the drive to the transmitter, and a reflectometer, which senses high output VSWR 
and again cuts off the transmitter. From there the signal goes into the RF switch which, at the 
discretion of the operator, controls the flow of the signal either to the 20-kilowatt feed or into 
the dummy load. 


At the middle of the block diagram we see the 208-volt power distribution system which 
powers the electromagnet power supply, the filament power supply, and the control monitor 
and protective system. The other input into this circuitry is provided by the various protective 
devices throughout the power amplifier. 


The primary power for the amplifier is 440 volt, 60cycles, which powers the motor-generator 
set and the liquid-to-air heat exchanger. The motor-generator converts the 60 cycle per second 
power to 420 cycle per second power which is then, in turn, rectified by the high-voltage beam 
power supply (22 kilovolts, 30 amperes). The advantages of using the motor-generator in this 
system are two-fold. By converting the frequency of the primary power to the high voltage 
beam power supply, the filtering job can be done better and in less space. Secondly, the motor- 
generator provides a desired degree of isolation from line voltagc variations and transients. 


The liquid-to-air heat exchanger is of conventional design. The coolant flows from the 
heat exchanger into the distribution manifold and then to both the dummy load and the klystrou/ 
electromagnet. The flow is regulated in ihe iiquid-to-air heat exchanger so that the tempera- 
ture of the coolant at the klystron is maintained to within 5 degrees Fahrenheit of nominal value. 


Figure 2 is a unit-identification diagram of the power amplifier system. As will be noted, 
it is made up of four main enclosures: the power supply enclosure, the RF enclosure, the 
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Figure 2—Power amplifier unit identification, 


motor-generator and its associated controls, and the heat exchanger. In the power supply en- 
closure in the far right-hand cubicle, we have the high-voltage beam supply itself. The next 
cubicle to the left houses most of the control circuitry and the battle-short switch, about which 
a little more will be said later. On the left-hand portion of the power supply enclosure, we see 
the circuit-breaker panel which contains the circuit breakers for the whole power amplifier 
system, the control panel, the monitor panel, and a focus supply panel. 


In the RF enclosure in the left-hand cubicle the klystron and the input RF circuitry is 
housed. A small door is provided in the enclosure so that the transmitter can be tuned without 
having to open the cubicle door. On the next panel over we have the control and monitor panel 
which is very much like the one in the power supply enclosure. A calibrator panel which em- 
ploys a bolometer-type RF power measurement system so that the meters in the various con- 
trol panels can be calibrated from time to time. 


The next panel down contains the arc detector panel and the klystron filament metering and 
control. On the right-hand panel of the RF enclosure is mounted the coolant flow, pressure and 
temperature gauges required for monitoring the status of the cooling system. In back of this 
monitoring panel is mounted the RF switch and the RF dummy load. 


In the case of the 30-foot and the shipboard installations, the RF enclosure will be mounted 
on the ground and power will be fed through a waveguide system and rotary joints to the feed 
point. In the case of the 85-foot stations, the RF enclosure will be mounted on the steerable 
portion of the antenna eliminating the waveguide run and the rotary joints. 
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On the lower left-hand portion of Figure 2 is shown a remote control panel which is again 
essentially identical to the other two control paneis. This remote panel is mounted within the 
operations building at each site so that the transmitter can be operated from the central con- 
trol area during a mission. 


Figure 3 is a closeup view of the remote control panel which will serve to demonstrate the 
protective circuit and monitor circuit philosophy employed in the power amplifier. Across the 
top of the panel are two rows of lights which indicate that a failure has occurred causing the 


transmitter to cycle down, either by removal of the beam voltage or by cutting back the RF drive, 
or both. 


The particular faults which will cause the power amplifier to cycle down are: 


1. Loss of cabinet air flow. 


2. Open cabinet door somewhere in the system. 
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Figure 3—Remote control panel 
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3. Failure of the heat exchanger. 
4. Excessive temperature of: 


. Magnet. 
Body. 

. Collector. 
. RF load. 
. Isolator. 
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Klystron filament undercurrent. 

6. Klystron filament air flow failure. 

7. Phase failure of AC line. 

8. AC overcurrent. 

9. Excessive beam voltage. 
10. Excessive beam current. 
11, Magnet undercurrent. 
12. Body overcurrent. 
13. Excessive forward or reflected output power. 
14. Occurrence of an arc in output wave guide. 


15. Loss of waveguide pressurization. 


In the case of the Apollo system external interlocks are used to provide protection of the 
RF horizon. [ff the power amplifier is illuminating the feed and is directed to a point on the 
horizon which would be hazardous either to personnel or equipment, RF drive is removed from 
the transmitter, leaving the beam voltage up so that as soon as the antenna comes above the 
hazardous point, the transmissions are immediately resumed. If a failure has occurred which 
causes the beam voltage to cycle down, it takes about 20 or 30 seconds for this to occur, and 
while this is happening, the beam-voltage lowering light is illuminated. The large light in the 
middle of the panel indicates that the battle-short switch is in the battle-short position, which is 
an extreme emergency measure because it wipes out the protective features just described. 


The metered quantities on the control panel are the RF output power in either the forward 
or the reflected direction, the body current, the beam current, the beam voltage, the status of 
the input circuit, the forward driving power, the reflected power in the input circuit, and the 
position in db of the input-variable attenuator which is controlled by a switch below it, allowing 
the operator to manually raise or lower the drive to the power amplifier. 


An interlock light test is included which should light all of the fault-indicator lights if the 
bulbs are in satisfactory condition. A pushbutton also allows the operator to flash a Small light 
in the output wave guide which simulates an arc and should stop both the RF drive and lower the 
beam voltage. A beam-voltage safety switch is key-operated and when placed in a safe position 
on any one of the three control panels, precludes the operation of the high voltage beam power 
supply. 
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A control under the beam-voltage meter allows the operator to raise or lower the beam 
manually. If it should become desirable to operate it automatically, there is a switch in the 
control circuitry which permits him to have the beam-voltage cycle up ausiwatically to a pre- 
set level simply by pushing the beam voltage on light. 


The first two switches at the bottom of the control panel are the main system on/off. Next 
is the dummy load antenna-selector switch followed by the ready light, and the two beam- 
voltage switches. On most of these meters, a second needle is found (on the power supply en- 
closure control panel only) whose function is to indicate the particular setting of the over- 
voltage or undercurrent, or whatever it is that is going to represent a fault which will cause 
the transmitter to cycle down, 


Figures 4-8 are photographs of the Pe y-4 = 


actual equipment. Figure 4 is a picture of 


the RF enclosure including the control panel, ree? . 

RF calibration panel, arc detector, re- ed = 
flectometer panel and coolant flow, pressure 
and temperature gauges. The waveguide can 
be seen but the klystron itself cannot. Also 
not visible in Figure 4 are the dummy load 
and RF switch which are right in back of the 
coolant monitoring panel. 
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Figure 5 is a view of the klystron itself. 
In the upper left-hand corner of the cubicle 
is mounted all of the RF input circuitry. The 
tuning controls and the associated mechanical 


Figure 4—RF enclosure. Figure 5—Klystron. 
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counters which indicate the position of the plunger in the cavity are lined up — five of them 
Since it is a five-cavity klystron — on the body of the electromagnet. To facilitate removal of 
the klystron from the power amplifier system the rather large chassis slides are mounted so 
that the whole power amplifier — the klystron and the electromagnet ~— can be slid out of the 
cubicle and removed by using a hoist. The cooling connections are the quick-disconnect, leak- 
proof type. 


Figure 6 is a view of the liquid-to-air heat exchanger which will be used at the ground sta- 
tions. It is approximately six feet tal! to the top of the fan. 


Figure 7 is a view of the liquid-to-liquid heat exchanger which wil! be used in the ships’ 
systems. Its use was necessitated in spite of the fact that the ships have a built-in liquid-to- 
liquid heat exchanger, because the regulation of the temperature of the coolant is not adequate 
to permit the power amplifier to maintain the specifications; thus, this one is used to regulate 
the temperature of the coolant at the klystron to +5 degrees F. 


Figure 8 is a view of the motor -generator 
rm and its associated controls. There are two 
Z because at the Dallas installation, the con- 
| tractor is operating two power amplifiers; but, 


T WES Se ] ~ of course, one power amplifier requires only 
FT che one motor-generator, 
a. aa 
te =~ Ne In general, the transmitter tunes smoothly 
a ei Ste and accurately to the preset counter readings 
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and meets most of the requirements by a 
rather comfortable margin. 


Figure 6—Liquid-to~air heat exchanger. 
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Figure 7—Liquid-to-air heat exchanger far use 
in ships' systems. Figure 8—Motor-generator. 


RANGING SUBSYSTEM ~ MARK | 


by 
P. Lindley 


Jet Propulsion Laboratory 


ABSTRACT 


This presentation covers the functional characteristics of the Mark I rang- 
ing subsystem including its general description, parameters, constraints, and 
interfaces with other subsystems of the ranging complex. 


The following main functions of the Mark I are discussed: Code generation 
and synthesis, code synchronization, code shifting, doppler detection, range 
tallying, output, ranging code acquisition and tracking, and range monitoring. 


INTRODUCTION 


The JPL ranging system measures the round-trip propagation time of a signal froma 
ground transmitter to a spacecraft transponder and back to a ground receiver. The accuracy 
and resolution are independent of the velocity of the spacecraft relative to either the ground 
transmitter or the ground receiver. 


The measurement is made continuously and can be sampled on demand. The unit of meas- 
urement is called the range unit (RU) which has the dimension of time. The RU is defined and 
determined by the frequency of the transmitter S-band carrier and is otherwise invariant. 
Specifically, the RU is independent of any doppler shift on the signal received from the spacecraft. 


The JPL ranging system transmits an S-band carrier, phase modulated by a particular type 
of pseudo-random binary code (called a ranging code), to a transponder ina spacecraft. The 
code modulation is detected in the transponder and used to remodulate a down-link S-band 
carrier (shifted in frequency), which is then received by a ground receiver using the same an- 
tenna as is used for transmitting. The ground receiver is a type of phase-locked receiver which 
tracks both the S-band carrier and the ranging code. 


The subsystems directly involved in the determination and readout of range data are the 
S-band exciter and transmitter, the S-band receiver, the tracking data processor, and the Rang- 
ing Subsystem Mark I. 


SASICS OF PSEUDO-RANDOM-CODE RANGING 


The basic nature of pseudo-random:-csae ranging is probably best explained by starting 
with a basic, though inadequate, concept and increasing its complexity as shortcomings become 
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apparent. To this end a series of what in 
German are called "gedanken-experimente" 
or thoughtexperiments are conductedin this 
presentation. 


Range Measurement On a Stationary 
Reflecting Target 


TRANSMITTER RECEIVER 


.| PHASE 
“| AAETER 
assuming a reflecting target rather , 
Byiass 6 foe 8 MODULATION 
than a transponder, and by stipulating that it GENERATOR peas 
be anchored in space, as shown in Figure 1, t 
its range may be determined in the most STANDARD 
straightforward manner. FREQUENCY 
SOURCE 


This target constitutes a standard fre- 
quency source which serves to modulate an Figure I—CW radar ranging system. 
S-band carrier with periodic single pulses. 
The reflected modulation signal is detected 
in a receiver and, by means of a phase meter of some sort, the phase difference between 
modulation transmission and reception is determined. It will be found that the period of the 
pulse modulation (i.e., the interval between single-pulse transmissions) must be greater than 
the round-trip transit time. Otherwise, there will be ambiguities of integral pulse periods. 
Conventional pulse radar works in this way. 


Range Change Measurement on a Moving Reflecting Target 


Assuming the reflecting target is permitted to move, our concern is to detect the resultant 
changes in range. As the target moves, the phase meter reading changes, increasing if the 
target moves away. 


Resolution of Range Measurements 


The resolution of the range increment 


detection and the initial range determination 

depend on the precision of the phase meter. 

By designing the phase meter as a digital + > 

device as shown in Figure 2, it is possible to 

attain almost any desired resolution, which 

will then be invariant. rscsnmarost Sonar 
TRANSMIETER FREQUENCY TRACKING 

SOURCE RECEIVER 


The transmitter is shown to be modula- 
ted at a much higher frequency which is, in 
turn, continuously compared with the re- 
ceived frequency in a doppler detector con- 
sisting of a mixing device and a counting Figure 2—Dappler measurement by coherent CW radar. 


OOPPLER 
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device; the shorter the period of the modulating pulses, the finer the resolution of 
measurement. 


The Genera! Ranging Principle 


In general, ranging consists of filling the up-link and down-link path with uniformly trans- 
mitted cycles of known period, determining the number of cycles in space at the start of rang- 
ing acquisition, and subsequently adding or subtracting cycles in accordance with motion of the 
target. 


DETERMINATION OF FRACTIONAL CYCLE OF INITIAL RANGE 


Again, considering the target anchored in space, by subdividing the transmitter local oscil- 
lator frequency, a transmitter clock signal is derived which serves as one input to a clock 
doppler detector and also drives a trans- 
mitter coder which generates a continuous 
code (101010...) two bits in length, referred 
to as transmitter clock code. This then 
modulates the transmitter coherently with 


the carrier, as shown in Figure 3. 


a 


A receiver clock signal is derived from 
: ‘ TRANSMITTER RECEIVER 
the received modulation and fed to the other | CLOCK CLOCK 
TRANSMITTER —>-—______—?o 
input of the clock doppler detector. In the 
Pi | 
absence of doppler (since the target is sta- 
tionary), the received clock code will be de- 


RECEIVER 


TRANSFER 
LOOP 


layed with respect to the transmitted clock TRANSMITTER | 

code by some unknown integral number (n) of Poe er CLOCK 
L-» DOPPLER 

clock cade periods (7), plus a delay (d) equal DETECTOR 


to some unknown fraction of 7. In other 
ald 


_____ J TRANSMITTER 
CODER 


words, total round-trip delay = nr +d. 


TO RANGE 
TALLY 


Aclock transfer loop is then provided to 


help determine the value of d and concern “CLOCK” CODE PERIOD nati 
; : TRANSMITTED "cLock" coos F LJ LJ LILI Ww 
about the number nis postponed until later. 


RECEIVED “CLOCK " CODE 


A range tally is provided inthe form of — FRACTIONAL PERIOD OF DELAY -- a 


a digital accumulating register, in which TOTAL DELAY = n+ EEE CERO INIES ER 
range numbers, in range units, are tallied in 
accordance with outputs from the clock dop- 
pler detector. 


Figure 3—Determination of fractionol cycle. 


At the start of range acquisition, the input to the transfer loop is switch-connected to the 
transmitter. The inputs to the clock doppler detector are then identical and there is no output. 
The range tally is set to zero range units. 
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The transfer loop is now switched to the receiver. As the transfer loop tracks into the 
phase without loss of lock, the doppler detector keeps track and causes tallying of range num- 
bers in accordance with what appears to bea slight spacecraft motion. This then corrects 
what would otherwise have been an error in range corresponding to the fractional clock-cycle 
delay, d. 


DETERMINATION OF INCREMENTAL CYCLES OF RANGE 


Assuming again that the target is moving, the resultant increments in range will be detected, 
clock cycle by clock cycle, in the clock doppler detector and will be continually tallied in the 
range tally. 


THE COMPLETE RANGING EQUATION 


The determination of total range at time t is based on the relation 


t 
R, R, + { Rat 
0 


where R, is the range at some reference time t, and the integral is the sum of range incre- 
ments since that time. The mechanization of the ranging system is quite analogous to solving 
this integral equation: 


First the integration is performed by determining the incremental range throughout the 
time required for acquisition and the subsequent time of tracking. This is accomplished by 
continual tallying of range units corresponding to doppler cycles which, in turn, are derived 
from comparison of received carrier submultiple with transmitted carrier submultiple. 


Secondly the constant of integration R, is determined by determining the fixed range at the 
start of ranging acquisition. This is accomplished by tallying range units corresponding to the 
time offset (or delay) between transmission and reception of a given point in the ranging code 
at the start of range acquisition. This, in turn, comprises the determination of the fractional 
clock~cycle delay «| (already accomplished) and the determination of the integral number of 
clock cycles n (next step): R, = d - 1, 7. The operations required to determine R, are referred 
to as range acquisition and are the ovly operations requiring the use of the pseudo-random 
codes. 


MODULATION PATTERN DESIDERATA 


For the purpose of precisely determining the number of clock cycles n, a modulation pat- 
tern is desired having the following four characteristics: 
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1. A detectable overall periodicity greater than the maximum anticipated round-trip time. 
This is required to prevent ambiguous results, and means in effect that the measuring tape 
should be longer than the distance to be measured, 


2. A detectable, fixed, high-frequency periodicity within the overall modulation pattern. 
This is required for the sake of high resolution or precision of measurement. The clock code 
period of slightly over 2 microseconds, which we have previously discussed, will serve this 
requirement. 


3. The characteristic of two-level autocorrelation, This means that the overall pattern 
is required to be such that if the pattern is compared with the same pattern displaced by in- 
tegral numbers of bits, the two patterns will match exactly in one relative position, and they 
will fail to match to the same degree in all other relative positions. The firm requirement 
here is that there be only one relative position that yields maximum correlation. If it is possi- 
ble to have all other relative positions yield uniformly low correlation, the correlation detec- 
tion is, of course, greatly simplified because it becomes a binary (or true-false) problem, 
rather than one of precise measurement. 


4. The characteristic of being essentially balanced, i.e., of having as many I's as 0's in it. 
While this is not an absolute requirement, balanced use of power in the carrier sidebands 
makes for higher efficiency and better system design. 


RANGING CODES 


The problem is solved by the use of a pseudo- random binary sequence continually generated 
in the form of 1's and 0's in digital equipment. 


Figure 4 shows two cycles of such a sequence having fifteen binary digits per cycle. Also 
shown is the rectangular waveform of a ranging code derived from the sequence where 1 is 
represented by a low level and 0 by a high level. 


To see whether and how this code satisfies the requirement for two-level autocorrelation, 
consider it matched against a second code, identical to that shown, but displaced by any num- 
ber of digits other than 0, 15 or a multiple of 15. It will be found that the measure of correla- 
tion, i.e., of digit~by-digit matching, is uniformly low. It is high when the two codes are in 
phase, whichoccurs every 15 displacements in this example. 


The resolution obtainable from a code 
as such is inversely proportional to the digit TITIOOOMO I SIGIiL11OOO1OOTIOIO 
period. The maximum round-trip time which 
can be determined without ambiguity cor- 
responds to the total length of the code (here, 
15-digit periods). 


Pseudo - random sequence & ranging code 


Avtocorrelation function 


In Figure 5 a transmitter coder has Figure 4—Pseudo-random binory sequence and 
been provided to generate the repetitive ranging code waveform. 
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Figure 5~—Phose modulation of S-bond carrier. 


THE OVERALL CODE AND CODE COMPONENTS 
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pseudo- random ranging code to be used to 
bi-phase modulate the transmitted S-band 
carrier. 


A receiver coder has been provided to 
generate the same code as the transmitter 
coder, with additional features whereby this 
code can be matched to the received code in 
the receiver. It must therefore be time- 
movable by bits with respect to the received 
code or, in a way, with respect to the trans- 
mitted code. A reference must, of course, 
be provided for this receiver code shifting. 
Thus, when the transfer loop is still con- 
nected to the transmitter and the range tally 
reset to zero at the start of acquisition, the 
receiver coder is code-synchronized to the 
transmitter coder, as shown schematically 
by a switch. 


With respect to the overall code to be used, a bit period of 1/992,000 second or slightly 
more than 1 microsecond has been chosen for Manned Space Flight Network (MSFN) use. This 
corresponds roughly to 300 meters of round-trip distance or to 150 meters of one-way range. 
It was intended that the Mark I reach to 800 million meters, requiring then a code of no less 
than 800/150 or 5-1/3 million bits. Such a code can be generated directly, but its acquisition 
would require 5-1/3 million correlation readings to determine the proper match. 


It is possible on the other hand to generate such a long code by combining, bit by bit, 
several repetitive shorter subcodes or code components cleverly chosen. These components 
must meet the same requirements asthe total code. We have chosen five code components 
whose designations and lengths in bits are: 


CL code component of length 2 bits 
X code component of length 11 bits 
A code component of length 31 bits 
B code component of length 63 bits 
C code component of length 127 bits 


Provided their lengths in bits have no common factors, the length in bits of the total code 
is the product of the lengths in bits of the individual components, or 5,456,682 bits. 


Further, it is possible to acquire the total code by acquiring the components individually 
in turn. This reduces the number of correlation readings required from the previously sug- 
gested 5-1/3 million to 232, It must be noted that the 2-bit CL component is not acquired by 
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digital means in the Mark I, but rather by the process of locking up the clock loop in the rang- 
ing receiver. 


Therefore, the transmitter code contains the five components CL, X, A, B, and C, com- 
bined bit by bit in accordance with a certain Boolean logical relationship. The receiver code 
as generated by the Mark I itself contains only the components X, A, B, and C. 


CORRELATION 
INDICAT R 


THE OOUBLE-LOOP RANGING RECEIVER 


Figure 6 shows a schematic diagram 
of a part of the ranging receiver. Here 
the CL.component is designated as clock, the 
components X, A, B, and C in combination 
are designated as code, and the combination 
of all five components as code X clock. The 
code generator shown is the receiver coder 
of the Mark I. Its code output, matched 
against the received code X clock in a hal- 
anced detector, will provide a clock output whose average amplitude is a measure of the 
degree of correlation between the received code and the receiver code. 


Figure 6—Double-loop code tracking system. 


The inner phase-locked loop, or clock loop, is initially locked up to the incoming clock 
component which it subsequently tracks, whether or not there is any code present. 


The outer, or code loop is held in gear by the locked state of the clock loop. it serves no 
other purpose than to match the received code to the receiver code. 


CODE CORRELATION: 
DETERMINATION OF INTEGRAL CYCLES OF INITIAL RANGE 


This matching is accomplished by digitally shifting the components of the receiver code 
and measuring the correlation indication at each relative shift position until a maximum is 
obtained. 


The total ultimate shift of tre receiver code from its initial phase is a measure of the ini- 
tial range at the start of acquisition or, more correctiy, a measure of R, -d (both R, and d being 
iii units of time). 


Each shift of each component in the process of acquisiliun is noted by adding the appropri- 
até iumber of range units into the range tally whenever such a shift is made. This in no way 
interferes with the adding (or subtracting) of the previously mentioned clock doppler tallies, as 
required by target motion, which can occur simultaneously. 
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RESOLUTION OF MEASUREMENT IN THE MARK | 


The resolution of measurement was indicated earlier as being +1 clock doppler cycle, for 
ease of presentation. Since this represents 2-bit periods of about 1 microsecond each, it cor- 
responds roughly to +2 microseconds or +600 meters of round-trip distance or +300 meters 
of range. Actually clock doppler tallies are made every quarter cycle, for a resolution of 
about :0.5 microsecond or +75 meters of range, 


Once acquisition has been accomplished, the Mark I automatically switches from tallying 
every 1/4 clock doppler cycle to tallying every 16th S-band doppler cycle. This improves the 
resolution by a factor of 72 to +1 RU or approximately +1 meter. 


MOOULATION CHANGE FROM CODE TO CLOCK 


At the same time, or any time thereafter, it is possible to disable the full code modulation 
and modulate the carrier instead, with the 2-bit clock component only. There is, as previously 
indicated, no further need for the code, the clock component being alone responsible for keep- 
ing the clock loop in lock. The advantage of changing from full code to clock cade lies in the 
fact that this not only cuts down on the required sideband power, but also limits the spectral 
distribution of ranging frequencies to two single spectral lines — 496 kilocycles above and be- 
low the carrier frequency. 


THE MARK | RANGING SUBSYSTEM 


Many of the statements and illustrations in this paper have been purposely simplified to 
present the basic principles of digital precision ranging as developed at JPL, and as employed 
in the ranging subsystem Mark I (Figure 7a). 


The Mark I is a special-purpose binary digital computer with special input and output in- 
terface devices. As part of the receiver-exciter-ranging system, it makes on demand range 
determinations without a priovi knowledge of approximate range. Its construction is almost 
completely modular. Monitor and display equipment, power supplies, and controls are located 
in the upper half of the single cabinet. Some 300 pitch-wired, solid-state, digital logic modules 
are mounted in the lower half on movable frames as illustrated in Figure 7b. This subsystem 
is not really complicated, but is definitely complex. 


The principles of digital ranging are essentially straightforward, consisting mainly of 
counting integral cycles, a fractional cycle, and incremental cycles due to motion, on the two- 
way radio link between ground and a spacecraft. It has been shown why and how pseudo- 
random code components are combined and thus used in a ranging code for the purpose of a fix. 
Once the code has been acquired, it is possible and desirable to shut it off and continue to track 


doppler. 
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Figure 7—(a) Ranging subsystem Mark | (closed). 
(b) Ranging subsystem Mark | (open). 


PERFORMANCE CHARACTERISTICS OF THE MARK | 


TO summarize the performance parameters of the Mark I: 
Its maximum unambiguous range of 800,000 kilometers is twice the distance to the moon. 


Its resolution is +1 range unit (RU), which is defined as 


221 | ight - seconds 
~ 30 x transmitted frequency 


and is oi the order of +i meter. 


Overall system inaccuracies of no more than +15 meters are attributable to drifts and in- 
stabilities in ground and space loops. 


Minimum range acquisition time is 1.6 seconds at strong signal levels and may possibly go 
as high as 30 seconds at lunar distances in the MSFN configuration, 


Range data output is in binary range units and can be effected once per second. 
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SHIPBOARD DOPPLER COUNTER, ANTENNA PROGRAMMER, 
AND TRACKING DATA PROCESSOR 


by 
W. Hocking 
Goddard Space Flight Center 


ABSTRACT 


This paper describes three subsystems within the Unified S-Band System: 
the antenna position programmer (APP), the tracking data processor (TDP), and 
the shipboard doppler counter (SDC). The discussion includes the relationship of 
these subsystems to all interfacing subsystems of the overall S-band system, 
and detailed description of their functions and mode of operation. Range and 
range-rate data problems and characteristics are also treated. 


INTRODUCTION 


Two important tracking modes within the Unified S-Band System are autotrack (prime) and 
program (acquisition and backup). The antenna position programmer subsystem provides the 
backup or program mode. The programmer accepts real X and Y angular data from the angle 
encoders mounted on the antenna. Command X and Y angle data (predictional data) are entered 
into the programmer via punched paper tape. The spacecraft prediction data are processed by 
computer into a five-level punched paper tape with X, Y, and time (command) information ex- 
isting in Baudot code. 


The tracking data processor subsystem collects and formats the Apollo tracking data on- 
site, and prepares these data for communication to centralized Apollo computers. The track- 
ing data parameters included in the format are antenna X and Y angular information, spacecraft 
range and range-rate data, and Greenwich mean time (GMT). Apollo S-band transmitter fre- 
quency information is also inserted into the data format as required. The tracking data proces- 
sor provides the Apollo USB system with both a high-speed data rate (up to 2400 bits per second) 
and low-speed (teletype) data rates. 


The shipboard doppler counter subsystem accepts a 1 megacycle biased doppler signal 
from the JPL range and range-rate subsystem, and operates in two modes: non-destruct and 
destruct. In the non-destruct mode the doppier signal is counted directly, and is read out upon 
uperator decision. A dual shipboard doppler counter accepts and processes simultaneously two 
doppler signals: Lunar Excursion Module (LEM) and Command and Service Module (CSM). 


The Antenna Position Piuysammer (APP) is found in all 85 and 30-foot dish sites along with 
either a "'single’' or "dual" Tracking Data Processor (TDP); "single" or ‘'dual'' pertains to the 
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capability of the USB tracking site to track one spacecraft only or two simultaneously. The 
TDP system contains a doppler counter for measuring the doppler information prior to inser- 
tion into the TDP data format. This doppler counter is packaged separately (SDC) with aug- 
mentation to make the unit independent in operation and environmentally acceptable for ship- 
board use. The SDC is included in the five USB Ships (2 single and 3 dual). 


ANTENNA POSITION PROGRAMMER 


The relationship of the APP with all interfacing USB subsystems is shown in Figure 1. 


There are two antenna tracking modes, autotrack and program. In autotrack mode (prime), 
the spacecraft RF signals are received and processed by the tracking receiver. The tracking 
receiver sends to the antenna servo system angular error signals (<, and <,) for both the X 
and Y antenna axes. The servo system converts these signals into X and Y axes drive signals 
which ultimately move the antenna. A backup mode exists, called program mode, in the event 
that spacecraft autotracking fails. In this program mode, the APP generates the angular error 
signals for both X and Y and supplies these signals to the servo system. The autotrack mode 
may fail if, for instance, the tracking receiver fails or becomes intermittent, if the spacecraft 
antenna or transmitting system becomes erratic or fails, and if the spacecraft attitude is such 
as to cause the received RF signal to drop below the autotracking threshold. 


The APP receives accurate X and Y axes positional information from angle encoders 
mounted on the two axes of the antenna. These X and Y angular data are called true or real 
data since they are the true or actual antenna pointing information. True or real time information 
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Figure |—USB system antenna position programmer. 
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is entered into the APP from the USB time standard. The APP now knows where the antenna 

is pointing as a function of time. The APP is ready to accept X, Y, and time command data, 
which are spacecraft predictional information. These command data represent the best estimate 
of where the spacecraft should be as a function of time. 


The APP then compares where the antenna is pointing at a given time (X and Y real data) 
to where the spacecraft should be at that time (K and Y command) and takes differences. if the 
angular differences are zero meaning the antenna is pointing to the best estimate of spacecraft 
position, then the APP feeds «, and «<, = 0 signals to the servo system. If, however, the antenna 
is not pointing to the estimated spacecraft position, non-zero <, and ¢y signals are given to the 
servo system which attempts to null out <, and «,. Thus, in program mode, spacecraft track- 
ing is achieved by comparing existing X and Y angles with predicted angles. The accuracy of 
spacecraft tracking is therefore a function of how well the real antenna angles are measured, 
as well as a function of the accuracy of the predictional data. Under similar antenna tracking 
conditions experienced within the GSFC space tracking and data acquisition network, program 
mode tracking has been a 0.1 degree orbetter for both 85- and 40-foot antennas. 


The predicted or command X, Y, and time data are generated in the following manner: 
The APP sends to the tracking data processor real X and Y angular data. The tracking data 
processor accepts these data as well as range, range rate, and time information; formats and 
transmits these tracking data through communication circuits to the Apollo centralized com- 
puter system (ACCS). The ACCS digests this tracking message as well as the tracking data 
messages from other Apollo facilities and generates an orbit. From this orbit, predictional 
data are generated and transmitted back to the tracking facility to an on-site computer system. 
The predictional data are transmitted to the tracking site in an abbreviated form to conserve 
communication transmission time. The on-site computer accepts the transmitted predictional 
data and converts these data to antenna drive tapes containing command X, Y, and time data 
words once each second. The antenna drive tapes (the familiar 5-level teletype paper tape) are 
produced in advance of the actual tracking operations. 


The antenna system is placed inthe program mode for spacecraft acquisition purposes, 
The antenna slews to that portion of the horizon and awaits the spacecraft horizon ascent to 
occur at the predicted time on the drive tape. 


Figure 2 is a simplified block diagram of the APP, Real X and Y angular information from 
antenna mounted encoders is supplied to the APP in straight binary form (these binary signals 
are also sent to the tracking data processor), Translation from binary to binary coded decimal 
(8-4-2-1 BCD} takes place before the X, and Y, angles are inserted into the "difference" arith- 
metic unit. The APP operator has the option of selecting either the actual angles frum the 
antenna or trom anantenna Simulator. The use of this "select" function is to input to the APP 
X, and Y, angles for test and/or maintenance purposes (simulator mode) without actually re- 
quiring the use of the anterma. 


The command angles (X, and Y,) may be irserted into the APP in one of three ways: from 
drive tape, on-site computer, or manually inserted by means of digit switches. After command 
data input selection has taken place, the X, and Y, angles may be updated by adding or sub- 
tracting bias X and Y angles. The APP provides a visual means of determining the quality of 
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Figure 2—Antenno position programmer. 


the command information while the system is in autotrack mode. Any bias error that may 
exist in the predictional data may be minimized by using this add/subtract bias function. The 
updated command angles are then passed to the arithmetic difference unit where (X, - X,) and 
(Y, - Y-) signals are generated. These difference signals are in digital form and are therefore 
passed through a digital to analog converted unit which outputs the angular error signals (<, and 
¢y) to the antenna servo system. 


The APP also provides visual displays as shown in Figure 2. 


Figures 3 and 4 show the local and remote control panels respectively. The antenna sim- 
ulated angles, as can be seen from Figure 3, are inserted into the APP by means of digit switches. 
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Figure 3—Antenna position progrommer control panel (local). 
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Figure 4—Antenna posi tian programmer control panel (remote). 


Changing the command time may be accomplished with the bank of digit switches on the ex- 
treme right. Note that the time bias may also be subtracted from command time by adding the 
complement of the time to be subtracted (to subtract 1 hour and 10 minutes add 22 hours and 
50 minutes). The dark edged boxes indicate visual displays only, while the undarkened boxes 
represent both visual display and switch function. 


The APP has the capability (while in autotrack mode) of storing any error that may exist 
between the real X and Y antenna angles and the command X and Y angles. The operator need 
only actuate the STORE ERROR button during the autotrack mode, If the USB system is forced 
into the program mode, then this stored error may or may not be added to the command X and 
Y angles at the discretion of the operator (ADD ERROR). The purpose of the ADD ERROR, 
STORE ERROR and biasing X and Y digit switches is to provide the means to most effectively 
update command or predictional data during a mission. 


As seen in Figure 4, the operator at the remote location (servo control console) may select 
the input command source (computer, tape, or manual), provided the local (APP) operator has 
relinquished control. Ifthe manual input is selected (usually for test and maintenance purposes), 
the operator can dial in the command data by means of the two banks of digit switches shown. 
The "remote position test" button allows the remote operator to know the status of his control 
panel when the APP control is in "local’'. This information is necessary before transfer of 
control can safely be made. 


TRACKING DATA PROCESSOR 


The tracking data processor (TDP) is interfaced with nther sub-systems within the uni- 
fied S-band system (Figure 5). The two receiver systems (representing a dual USB station) 
each output a thirty binary bit range word and a range rate signal. Certain data identifica- 
tion information is also fed to the TDP, e.g., one-way or two-way doppler, gooa/‘wad data 
detcridiiatiun. ‘lime of year information fromthe Apollo time standard system is supplied 
in straight binary form for the high speed section of the TDP and in BCD form for the low 


speed section of the TDP. Several timing control signals are also used by the TDP. 
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Figure 5—USB system tracking data processor. 


As meutiened previeusly, the straight binary real X and Y antenna angles are received by 
the TDP from the antenna position programmer. The function of the TDP therefore is to accept 
range, range rate, X and Y angles, and time information; format these data into a 240-bit frame 
and prepare these tracking data for communications to the Apollo centralized computer system. 
The TDP records on a magnetic tape recorder the output serial bit stream in the event that 
communications circuits are down during a mission. This emergency makes it necessary to 
playback the data in "post" time through the TDP to the ACCS. 


The same precaution is applied to the low speed data. As the low speed data is transmitted 
to the ACCS, it is recorded on teletype 5-levcl punched papertape. This "history data" tape 
{not to be confused with the antenna drive tape) may be fed into a tape reader and recorded on a 
page printer in readable form. The TDP must be capable of interfacing the tracking data toa 


family of communication circuits, namely, 600, 1200, and 2400 bits per second and 6 and 10 
characters per second teletype. 


Figure 6 is a simplified block diagram of the TDP. The data input unit accepts the input 
data and distributes them to the high and low speed data sections. The range rate signal from 
the Jet Propulsion Laboratory (JPL) range and range rate system is a one-volt rms sinusoid 
of frequency 1 + 0.18 megacycle. This signal is passed through a doppler counter for measure- 
ment prior to entering the high or low speed sections of the TDP. The doppler counter will be 
described later with a discussion of the shipboard doppler counter. A measurement of the 
22 megacycle voltage control oscillator (VCO) transmitter frequency is inserted into the TDP 
frequency counter which counts this VCO signal directly. This measurement is made auto- 
matically and inserted into the data formats (both high and low speed) when a new range meas- 
urement is made. The frequency measurement may aiso be performed at Operator discretion 
by controlling the "manual frequency measurement" button. The frequency data are inserted intc 
the range word (bits 93 through 122 of the high speed format) after measurement takes place. 


SHIPBOARD DOPPLER COUNTER, ANTENNA PROGRAMMER, AND TRACKING DATA PROCESSOR A1S 


VISUAL DISPLAY TIME (BCD) TIME 


RANGE (FREQUENCY) - e X-ANGLE Bee 
SN | a | 
RANGE RATE Y " Low | Coupurel 
RANGE OR | SPEED | RANGE OR BAUDOT “ Pau 
FREQUENCY | DATA | FREQUENCY _| CONVERTER tf 
REGISTER 
RANGE RATE | TELETYPE 
| PUNCH 
| 
aaa | | RECORDED DATA 
DATA 
TAP 
IDENTIFICATION 
SPARES (EXTERNAL) 
PAGE ¥ 
PRINTER TO APOLLO 
TIME (8CD) CENTRALIZED 
COMPUTER 
TIME (BINARY) SYSTEM 


X-ANGLE 


X-ANGLE 


4b 


Y-ANGLE Y-ANGLE 
ie POLYNOMIAL 
RANGE OR aes CODE 
RANGE 2* | FREQUENCY || pecistep GENERATOR 


RANGE OR 


| RANGE RATE 
FREQUENCY 


| SPARES AND 


SPARES (EXTERNAL) OQuTPUT 


GATING 


| 
FREQUENCY IDENTIFICATION 


COUNTER 


FREQUENCY 1 
FREQUENCY 2* 


COMMUNI - 
CATIONS 
MODEM 


BINARY BINARY 
"QO" | " 


—_— INTERFACE 

RANGE RATE! | Sate CIRCUITS 
————_—» MAGNETIC 
RANGE RATE 2* || Counter || TAPE 
—— RECORDER 
*DUAL TOP ONLY Teccoe/ Annes 


Figure 6—Tracking dota processor, 


It should be noted here that the TDP high and low speed data formats are transmitted in 
complete blocks; no partial blocks are gated out as a result of switching, as an example from 
"receiver number one" to ‘dual’, or from 10 characters per second to one character per second 
frame rate. 


The low speed data are passed through a Baudot converter (converts to familiar teletype 
code), where the data are permanently stored on punch paper tape. The low speed data are also 
sent to the on-site computer system where some data smoothing or processing is being con- 
sidered. The teletype data are transmitted to the ACCS in real time if the facility has avail- 
able !Q-character per second teletype communications. 


The high speed data are passed through the output gating circuit and to the interface circuits. 


A Dolynomjal code generator accepis the nigh speed bit stream and generates a powerful 
33-bit error detection word which is inserted at the end of each 240-bit frame. The 33-bit 
error detection word travels with the block of data threugh all communication circuits and 
input and output buffers until the data are received at the ACCS. At this time the ACCS gen- 
erates a second 33-bit error detection word by knowing the original polynomial, assuming no 
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errors due to communication circuits have occurred in the data bit stream itself. The trans- 
mitted 33-bit word and the ACCS generated 33-bit word must be identical; otherwise an error 
has been detected, thus enabling the ACCS to reject that particular frame of data. The 33-bit 
code working with the seven “'start of frame" bits provide a powerful format or data synchroni-~ 
zation to be applied to the tracking data. 


The TDP system has the capability of inserting a slightly less powerful 22-bit error 
detection code word. The advantage of the smaller code is that 11 more data bits may be 
inserted into the data format, should this prove necessary in the future; under good communi- 
cation transmission conditions, the power of the 22-bit code may be all that is required for 
protection of the USB tracking data. The normal mode of operation is to transmit to the ACCS 
the datain realtime. The magnetic tape recorder provides a backup to the communication 
circuit so that the data are stored and may be fed back through the TDP to the ACCS in "post" 
time. 


The high speed format is shown in Figure 7. The Apollo shipboard tracking data format is 
identical to that in Figure 7. It is hoped that, where possible, any future systems handling Apollo 
tracking data will use this format. The first seven bits, start of frame (SOF), and the suc- 
ceeding five station identification bits (SID) are inserted by toggle switches. Al! data format 
bits from bit number 13 to bit 205 (when utilizing the 33-bit error detection word) are controlled 


tTi2[3 feats [6i7][ slo fiol[n i2_[43 [14 [is | 16 (17 [18 [19 20° 
: etal 
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ee eee eae 
me oe 
65 [66 | 67 68 
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2 13/14/15 6 17 [18 19 
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Figure 7—Tracking dato processor high speed format. 
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by a patch panel which enables a binary "1" or "0" or externai input to be inserted into the 
format. Therefore all tracking data may be shifted in any sequence desired or deleted and 
replaced by ones and zeros; the 33- or 22-bit error detection code words are always at the 
end of the format, followed by two "fixed wired", communication synchronous signal (CSS) bits. 


Data identification (DID) bits describe the sample data rates, frequency or range informa- 
tion, and in general any pertinent information the ACCS needs to consider in processing the 
tracking data. Time is 29 bits of straight binary which is required to give time of year (TOY) 
information to 0.1-second resolution. X and Y angles are next, followed by the range data 
quality (RDQ) bit, which is a binary ''1"' when the range word is good, and binary ‘'0" when bad. 
Range acquisition (RA) is a binary ''1'' for one range reading only, when range acquisition has 
occurred and "0" all other times. RA is succeeded by thirty bits of range data which have a 
resolution of 1.5 meters; thirty bits therefore represent an unambiguous range measurement 
of 10° miles. The 22-megacycle VCO frequency measurement bits are inserted in the range 
word when frequency measurement takes place. Spare (SP) bits 123 to 128 are unique spares 
in that any data placed into these bit locations are also placed into the low speed data format 
(characters 58 and 59). Bit location number 129 (JPL ID) is a binary "0" when the station 
operator considers that for any reason the range and/or range rate data are not good. 


This information is inserted manually and may be used effectively to override the RDQ 
bits. RDQ (R represents range rate) serves the same function as the RDQ bit. Thirty-five bits 
of range rate enables the TDP to count maximum doppler frequency without ambiguity for a 
period of approximately sevenhours, Bits 166 to 205 are at present designated as spare bits. 
The 33 error control or error detection bits (EC) and the communication synchronization signal 
bits (CSS) terminate each 240-bit frame of data. 


Figures 8a and 8b show when the TDP multiplexes range and range-rate data in the high- 
speed format for both single and dual TDP systems. 


The low-speed data format is shown in Figure 9. This format consists of 60 teletype 
characters and is transmitted to the ACCS in real time over a 10-character per second tele- 
type circuit. The characters 1, 2, and 60 (line feed, figures, and carriage return) offer the low 
speed data "hard copy" readability when the tracking data (history tape) are played through a 
page printer. Station ID and spare characters are inserted into the format by means of toggle 
switches. The time of year, unlike time in the high-speed format, is binary coded decimal 
(BCD). All other data in the format are the same as the data contained in the high speed format 
with the exception of the spare, EC, and CSS bits. Asan example, consider the X angle infor- 
mation in the high-speed format (17 bits plus one sign bit, straight binary). The first three 
least significant hits of the 18-bit X angle sejuence are grouped together to form the octad, 8° 
(character 26). The next three bits are groupedto form 8'. All 18 X angle bits are grouped 
into 6 octads with the most significant bit of the 8° octad (character 21) being the X-angle sign 
bit. Approximately four hours of low spocd data cau ve recorded on one roll of paper tape when 
the recording rate is maximum (one frame each six seconds). 


Figures 10a and 10b show whenthe TDP multiplexes range and range rate data in the low 
speed format for both single and dual TDP systems. 
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Figure 8—Range and range rate recording - high speed. 


X-ANGLE-8° | 
X-ANGLE-84 
1 | LINE FEED X-ANGLE-8° 
2 FIGURES X-ANGLE-82 
3 | STATION ID X-ANGLE-8! 46 | RANGE RATE-8" 
4 | STATION ID X-ANGLE-8° 47 | RANGE RATE-8!° 
5 | DATA ID SPARE 48 | RANGE RATE-8° 
6 | DATAID Y-ANGLE-8° 49 | RANGE RATE-8 ® 
7 | DATA ID Y-ANGLE-84 | 50 | RANGE RATE-8 7 
8 | DATA jD Y-ANGLE-8 2 51 | RANGE RATE-8° 
9 | DATA ID Y-ANGLE-8° 52 | RANGE RATE-8° 
10 | SPARE Y-ANGLE-8 | 53 | RANGE RATE-84 
1) | TIME-DAYS-H Y-ANGLE-8° 54 | RANGERATE-8° 
12 | TIME-DAYS-T SPARE 55 | RANGE RATE-8 2 
13. | TIME-DAYS-U R-RR 1D 56 | RANGE RATE-8 ' 
14 | TIME-HOURS-T RANGE-8? 57 | RANGE RATE-8° 
15 | TIME-HOURS-U RANGE-8 ® 58 | BASIC SPARE 
16 | TIME-MIN-T RANGE-8 7 59 | BASIC SPARE 
17 | TIME-MIN-U RANGE-8° 60 | CARRIAGE RETURN 
18 | TIME-SEC-T RANGE-8° 
19 | TIME-SEC -U RANGE-8% 
20 | SPARE RANGE-8 ° 
RANGE-8 2 
RANGE-8' 


RANGE-8° 


Figure 9—Tracking dato processor low speed data format. 
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Figure 10—Range and range rate recording - low speed, 


SHIPBOARD DOPPLER COUNTER 


Figure 11 is a simplified block diagram of the shipboard doppler counter (SDC). The dop- 
pler counter existing within the TDP is identical in function to the SDC; for shipboard use, the 
doppler counter was repackaged and designed for shipboard environment and to be independent 


from a control and maintenance consideration. The SDC has two modes, destruct and 
non-destruct. 


In the destruct made the 100-megacycle counter performs a high resolution time measure~ 
ment of a predetermined number (N) of doppler cycles. After the measurement is made (N, for 
10 times a second measurement rate andN, for 1 time per second rate), the contents of the 
100-megacycle counter is transferred to the shipboard centralized computer system. 


In the non-destrict mode, the Nu (N very iarge) switch position is selected which enables 
the N-counter to count continuously without reset. Extreme care is exercised in transferring 
the N-counter contents to storage each 0.1 second or once per second. During the non-destruct 
mode the measurement of doppler is such that a puise 1s never gained or lost throughout the 
entire spacecraft tracking time. The input doppler signal is S-band doppler (the SDC is designed 


for plus or minus 180-kilocycles biased about a standard 1Mc frequency). The input signal is a 
one-voit rms sinusoid. 
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Figure 11—Shipboard doppler counter. 


The destruct measurement is made in the following manner. The on pulse to the gate 
comes from the time standard system. The 10 characters per second is selected when the com- 
munication circuit available is 2400 bits per second (10 per second times 240 bit frames). When 
the gate opens, the first positive zero crossing of the first gated doppler sinusoid is shaped and 
advances the N-counter to state one. This transition turns the 100-megacycle counter on, 
which starts immediately (within 10 nanoseconds) counting 100-megacycle pulses (synthesized 
1 megacycle input from the Time Standard System). The gating of the approximate 1-megacycle 
doppler signal continues until the count of ''N’* (N, or N,) has been reached in the N -counter. 

At the positive going zero crossing of the Nth pulse, an off pulse is generated which turns off the 
gate and the 100-megacycle counter. The result is a 100-megacycle counting operation for 
precisely the period of time between positive going zero crossings of the first and Nth doppler 
sinusoid. All gating and counting operations are performed with Apollo time standard coherent 
pulses. The advantage of N-counter techniques is briefly that high resolution measurements 
(10 nanoseconds) are available with short measurement periods (100 milliseconds). 


In the non-destruct mode the same operation takes place, except that ''N’' is very large and 
the off pulse never occurs to turn off the gate. The counting operation continues without dis- 
turbance or reset throughout the spacecraft tracking period. The advantage of the non-destruct 
technique is that a continuous, undisturbed doppler measurement is made with no data "gaps" 
such as exist in the destruct mode, 
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Bit 


1-4 
8-12 


13 


14 


15 


16 
17 
18 
19 
20 


21 


22-23 


24 


20 


*Binary one is designated by "1" and binary zero by “0”. 
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Function 


Start of Frame 

Station or Site 
Identification 

Data Identification 


Data Identification 


Data Identification 


Data Identification 
Data Identification 
Data Identification 
Data Identification 
Data Identification 


Data Identification 


Data Identification 


Data Identification 


Data Identification 


Description 


Selectable by switch 
Selectable by switch 


Range Rate Destruct Mode is binary "one"'* 
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Range Rate Non-Destruct Mode is binary "zero"* 


Range Rate N1 Mode “1" 
Range Rate N2 Mode "'0" 


High Speed Format 10, 5 or 2.5 per second "1" 


(The rate 10,5 or 2.5 depends on communication 
circuits available at site. This is identified by 


the SID bits 8 - 12) 
High Speed Format 1 per second ''0" 
Real data "1" 
Test data ''0" 
Object number - not defined 
Object number - not defined 
Object number: LEM "1" 


CSM "0" 
Auto Track Mode "1" 
Other "0" 
Time, X and Y¥ angle data (manual) Good "1" 


Bad "0" 
Doppler Mode 
Bit 22 23 
0 0 one way doppler 
0 1 two way doppler 
1 0 multiple (non-coherent) 
1 1 multiple (coherent) 
Frequency Standard Identification 
Rubiduim "1" 
Crystal ''0"' 
Range data (bits 93 - 122) "1" 
Frequency data (bits 93 - 122) "0" 
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Bit Function Description 
26-54 Time of Year 
55-72 XK-Angle 
73-90 Y-Angle 
91 Range Data Quality 
92 Range Acquisition 
93-122 Range 
123-128 Spare Information inserted into these bit locations also 
go into the Low Speed Format (characters 58 and 
59) 
129 Manual Good/Bad Data Range and Range data (manual) 
Information Good "1" 
Bad "0" 
130 Range Rate Data Quality 
131-165 Range Rate 
166-205 Spare Information inserted into these bit locations is not 
inserted into the Low Speed Format. 
206-238 Error Control Bits These bits provide error detection to the data. 
239-240 Communication Sync Signal 


*When 22 bic error control is utilized bits 166-216 are space. 


APOLLO USB LOW SPEED DATA FORMAT 


TTY 
Character Function Description 


1 Baudot Line Feed (LF) Fixed for hard copy, computer, and 
communication purposes. 
2 Baudot Figures (FIGS) Fixed for hard copy, computer, and 
communication purposes. 
Decimal Station ID-Tens Variable 
Decimal Station ID-Units 
Octal Data Identification Data ID bits 13, 14 and 25 
Octal Data Identification Slow Speed System data rate 
0 = 1P6S 
1 = 1P10S 
= 1P30S 
= 1PM 
1P10M 
= Manual 


rn & Ww 


nw fw 
Hl 


= Spare 
7 = Spare 
7 Octal Data Identification Data ID bits I6, 20 and 21 


TTY 
Character 
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Octal 
Octal 
Baudot* 
Decimal 
Decimal 
Decimal 
Decimal 
Decimal 
Decimal 
Decimal 
Decimal 
Decimal 
Baudot* 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Baudot* 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Baudot* 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 
Octal 


Function 


Data Identification 
Data Identific ation 
Spare 
Time-Days-Hundreds 
Time-Days-Tens 
Time-Days-Units 
Time-Hours-Tens 
Time-Hours-Units 
Time-Minutes-Tens 
Time- Minutes- Units 
Time-Seconds-Tens 
Time-Seconds- Units 


Spare 

X Angle - 85 
X Angle - 8+ 
X Angle - 8° 
X Angle - 87 
X Angle - 8! 
X Angle - 8° 
Spare 

Y Angle - 85 
Y Angle - 8* 
Y Angle - 83 
Y Angle - 8? 
Y Angle - 8! 
Y Angle - 8° 
Spare 

R-R ID 
Range - 8° 
Range - 8° 
Range - 8’ 
Range - 8 
Range - 8 
Range - 8 
Range - 8° 
Range - 8? 
Range - 8' 
Range - 8° 


Range Rate - 8?! 


Description 


Data ID bits 22, 23 and 24 
Data ID bits 17, 18 and 19 
Variable (patch panel)* 
Time of day and year 


Variable (patch panel)* 


High Speed Data Bits 55, 56 and 57** 


High Speed Data Bits 58, 59 and 60 
High Speed Data Bits 61, 62 and 63 
High Speed Data Bits 64, 65 and 66 
High Speed Data Bits 67, 68 and 69 
High Speed Data Bits 70, 71 and 72 
Variable (patch panel)* 

High Speed Data Bits 73, 74 and 75 
High Speed Data Bits 76, 77 and 78 
High Speed Data Bits 79, 80 and 81 
High Speed Data Bits 82, 83 and 84 
High Speed Data Bits 85, 86 and 87 
High Speed Data Bits 88, 89 and 90 
Variable {patch panel)* 

High Speed Data Bits 91, 92 and 130 
High Speed Data Bits 93, 94 and 95 
High Speed Data Bits 96, 97 and 98 


High Speed Data Bits 99, 100 and 101 

High Speed Data Bits 102, 103 and 104 
High Speed Data Bits 105, 106 and 107 
High Speed Data Bits 108, 109 and 110 
High Speed Nata Bits 111, 112 and 713 
High Speed Data Bits 114, 115 and 116 
High Speed Data Bits 117, 118 and 119 
High Speed Data Rits 120, 121 and 122 
High Speed Data Bits 129, 131 and 132 


°A TTY “space” will be patched into the format until] character is needed for date 
*°AN X,Y, Raod R chacaccers, the firse bit listed (i.c., 55 in character 21) is che mose significance bit of that octad. The least 
significance bit of the octad is the last bit listed (57 ia character 21). 


123 


124 


ETY 
Character 
47 Octal 
48 Octal 
49 Octal 
50 Octal 
51 Octal 
52 Octal 
53 Octal 
54 Octal 
59 Octal 
56 Octal 
57 Octal 
58 Octal 
59 Octal 
60 Baudot 


Function 


Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Range Rate 
Basic Spare 
Basic Spare 


- g29 
- 89 
- 88 
- 8? 
- 86 
- 85 
=94 
- 3 
- 8? 
gt 
- go 
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Carriage Return (CR) 


Description 


High Speed Data Bits 133, 134 and 135 
High Speed Data Bits 136, 137 and 138 
High Speed Data Bits 139, 140 and 141 
High Speed Data Bits 142, 143 and 144 
High Speed Data Bits 145, 146 and 147 
High Speed Data Bits 148, 149 and 150 
High Speed Data Bits 151, 152 and 153 
High Speed Data Bits 154, 155 and 156 
High Speed Data Bits 157, 158 and 159 
High Speed Data Bits 160, 161 and 162 
High Speed Data Bits 163, 164 and 165 
High Speed Data Bits 123, 124 and 125 
High Speed Data Bits 126, 127 and 128 


Fixed for hard copy, computer, and com- 


munication purposes 


NOTE: All oceal and decimal characters ate Baudot encoded for transmission over teletype communications circuits, 


APOLLO PRECISION FREQUENCY SOURCE 
AND TIME STANDARD 


by 
R. L. Granata 
Goddard Space Flight Center 


ABSTRACT 


A brief description is given of the Apollo precision frequency source and 
time standard. 


The precision frequency source will be the source of accurate tre yueucy 
reference for the Apoilo time standard, S-band ranging system, tracking data 
equipment, and other site functions. This unit contains four frequency refer- 
ences, two rubidium resonators and two crystal resonators, These four sources 
are processed through combiner circuitry and distributed throughout the S-band 
system. A brief description of the operation of this equipment is discussed. 


The Apollo time standard will be utilized to generate station time and to 
correlate station and spacecraft events. The Apollo time standard consists of 
redundant clocks and time-code generators to enhance reliability. Various time 
codes and standard frequencies are generated by this equipment for use by the 
S-band system. Peripherai instrumentation is also included with this system to 
aid in synchronizing the network to a common source. Time synchronization is 
established with the Nationz] Bureau of Standards Station, WWV, and frequency 
correlation is maintained to one part in 10” with VLF techniques. 


INTRODUCTION 


The basic or primary function of the Apollo precision frequency source and the time 
standard is to provide a reliable and accurate tag or reference scaler for tracking and telem- 
etry data. These systems are utilized within the S-band system to supply precision frequencies 
and pulse repetition rates to various subsystems, such as the tracking data processor and 
modem, the antenna position programmer, the ranging subsystem, and the digital command 
subsystem. 


SYSTEM DESCRIPTION 


Precision Frequency Source 


The precision frequency source contains two rubidium frequency standards and two crystal 
frequency standards. The operator has the option to select any one of the {cur Siandards as the 
primary standard aiid iv aiso select the order of preference for the other three. Normal operat- 
ing procedure is to select the more accurate of the two rubidium standards as the primary unit. 
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Detection of failure, which is performed in the control logic, can be noted in several ways: 
excessive drift rate, amplitude variations, and power supply failures. Upon detection of a 
failure in an oscillator, that unit will be switched off line. If this happens to be the operating 
standard, the second preference unit is made operational. If a failure occurs in a secondary 
unit, the ones lower in preference are moved into a higher position. Detection of failure is 
also indicated onthe control panel to inform the operator of the present equipment status. 


The control logic also performs another important function, that of frequency control of 
the secondary frequency standards. The secondary standards are compared to the primary 
standard in a phase detector, and the resulting phase error signal drives a proportional and an 
integral control loop. The proportional loop controls phase variations of the output signal by 
changing the control voltage on the varicap frequency control in the oscillator. The integral 
loop drives a servo and nulls out the oscillator drift or longterm errors. The servo also 
drives an indicator dial which is calibrated for frequency correction. The rubidium control 
loop is similar in nature except that current variations are made to adjust the magnetic field 
around the gas cell. The maximum tracking rate of this servo will follow an error of 2 x 107°. 
A stepping motor is employed inthe integral control loop to eliminate the need for the genera- 
tion of 60 or 400 cycles per second power. 


The output of the combiner (5 Mc), which is the selected standard, is then synthesized by 
redundant paths into two additional output frequencies, 1 megacycle and 100 kilocycles. These 
three frequencies are then expanded in the distribution amplifier to furnish the required output 
configuration. This unit interfaces with the time standard at this point. All users of these 
frequencies in the S-band system obtain their outputs directly from the time standard system. 


In order to obtain a highly reliable unit, each frequency standard contains its individual 
power supply and battery pack. The control logic and distribution system have redundant power 
supplies and battery packs, each capable of supplying the required power. The power units for 
the two rubidium standards, the control logic, and the distribution amplifier are identical and 
can be interchanged in case of a major failure. 


Time Standards 


The time standard contains redundant clocks and time cade generators. Logic gating 
within the signal distribution area of all output functions allows the operator to select the 
operational time standard. Switching is performed manually and at the discretion of the opera- 
tor. All other functions, binary coded decimal (BCD) to binary conversion of time, status clock 
control signals, special frequencies, and clock synchronization signals are generated after the 
time standard selection circuits. The easiest method of describing the functions of this system 
is to logically follow the signals through each unit. 


The frequency divider portion of the digital clock receives two redundant one megacycle 
signals from the precision frequency source. These signals are added through a resistive 
network. The combined signal is then limited and squared by means of a zero crossing detector 
developing pulses for driving the digitai circuits. The two inputs signals are generated in the 
precision frequency source and thus are always phase coherent. Loss of one input signal results 
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in a phase change of less than 20 nanoseconds. The 1 megacycle square wave is then divided 

by means of 8-4-2-1 BCD decades to a 1 pulse per second rate. At the 100-kilopulses per 
second point in the divider chain, two methods for obtaining time synchronization are employed, 
an analog and a digital technique. The analog method employs a continuous phase shifter utiliz- 
ing a Sine-cosine potentiometer. This method is used for daily time corrections to compensate 
for oscillator drift as measured by the VLF equipment. The digital method adds or subtracts 
pulses from the 100-kilopulses per second bit stream. Several rates of correction are manually 
selectable by the operator. This technique is utilized to aid in synchronizing the frequency 
divider to WWV or to the redundant time standard. 


The digital clock accepts the 1 pulse per second from the frequency divider and divides by 
appropriate factors to obtain time of day and day of year information. For synchronization with 
WWV, time of year information is inserted into the digital clock by means of a bank of switches. 
A visual display is also present above this unit to indicate time. Outputs from the frequency 
divider and digital clock are employed in the time code generator to develop the four NASA 
time codes. 


The outputs of the flip-flops in the frequency divider, time of year information from the 
digital clock, and serial time codes are presented to the logic switch in the signal distribution 
unit for selection, as a group, to develop the output signals. 


SIGNAL DISTRIBUTION 


As well as performing the time standard switching function, this unit develops ali the 
output signals; contains expansion for the AC and DC line drivers; modulates the time codes 
with their appropriate carrier frequencies; develops the special frequencies for the tracking 
data processor; such as 2400, 1200, and 600 pulses per second; and develops the necessary 
signals for driving the time synchronization equipment. 


The BCD to binary converter generates time of year information into straight binary data 
to be compatible with the tracking data processor requirements, This information is available 
in three different granularities, one second, one tenth of a second, and one millisecond. One 
complete conversion of the time of year information is made within 100 microseconds. 


The STATUS clock develops count down and elapsed time information to display the mission 
status. Outputs from this unit are provided to drive multiple displays for use within the ground 
station. 


The VLF and WWV equipment are provided tc aid in the time synchronization and mainten- 
ance of time synchronization of the station clock. The WWV signal is displayed upon an oscil- 
loscope and used to synchronize the station one pulse per second to the received WWV signal. 


The VLF equipment phase locks a 100-kilocycle output from the precision frequency source 
with the received VLF signal. A phase plot is obtained which defines the frequency error of 
the precision frequency source and the accumulated time error since the previous VLF 
measurement. 


128 R. L. GRANATA 


The patch panel provides a convenient method of connecting signals to the other station 
subsystems. 


ACCURACY & RELIABILITY 


System accuracy can be broken down into two basic categories: frequency and time. 


Frequency 


The frequency accuracy is determined by the inherent stability of the rubidium gas cell, 
VLF tracking capabilities, and operator ability. 


The specification placed upon the Apollo precision frequency source is to maintain a fre- 
quency setting within 5x10" for a one year period. This value is placed upon the system for 
worst case operation. These units could deviate to the maximum on a daily basis and still 
meet the specification, but past data have shown that the daily mean frequency does not exhibit 
deviations greater than 2107"). 


VLF tracking is now widely utilized to compare frequencies of a house standard to that of 
a stable reference transmitted in the 10 to 30-kilocycle band. In order to achieve the system 
accuracy required by the S-band, VLF signals must be monitored on a continuous basis. The 
VLF equipment in this system has a resolution of one microsecond which gives approximately 
a frequency resolution of 1x10-*! over 24 hours. Due to diurnal shifts and ionospheric nOise, 


Bt 


the system at best can resolve five microseconds or 5X10°°° over 24 hours. 


If this data is closely monitored and tabulated for a period of one week or more, an ac- 
curacy of 2x107' is achievable. These results have been repeatedly obtained in our laboratory 
and we feel that with properly trained site personnel, the same results can be achieved. This 
then leads into the question of the site personnel effects on the system frequency accuracy. 

The author has already stated that the best achievable results are 2x10°'! and that on a daily 
basis 5X10~"! can be maintained. With reasonable performance on the part of the site personnel, 
the author feels that our site will maintain its frequency standard between these two values. 


Time 


Time accuracy is determined by the synchronization technique employed and the frequency 
accuracy of the precision frequency source, The method of obtaining time synchronization is 
to employ the WWV, HF time signals. These transmissions are received and displayed upon 
an oscilloscope. The station pulse is then compared with the WWV tick, a one pulse per second 
signal, and aligned to be coincident with it. The jitter on the WWV pulse allows setting of the 
station clock to no better than £0.5 millisecond. Propagation times from the transmitting 
station have been calculated previously. The station pulse which is coincident with the WWV 
signal is a delayed (41 pps) pulse. The amount of delay being that calculated for the particular 
site. By synchronizing the Al pulse per second with the received WWV signal, the stations 
undelayed or normal 1 pulse per second output is synchronized to the WWV transmitted signal. 
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In this way, the S-band network will be synchronized to a common base. The propagation delay 
times are then the second source of station time error. The calculated values for each station 
are based upon both experimental data and mathematical calculation. The estimated error for 
these values is in the order of one millisecond. This is partly due to the uncertainty in the 
mathematical model used, seasonal ionospheric variations, and ionospheric disturbances. 


The third source of time error is that derived from a frequency error. As Stated earlier, 
the maximum expected frequency error is 5x107!!. This error would contribute approximately 
5 microseconds a day to the time error. The author mentions this source of error to show its 
magnitude, and because if left unchecked, it accumulates and contributes to the other errors. 


VLF monitoring of frequency is done by displaying phase error. The display is exhibited 
directly as time error. The operator can then adjust his clock on a daily basis to eliminate the 
time error due to frequency offset. The total system error based upon these facts is in the 
order of one millisecond. Other techniques are now being developed which show promise for 
improving this error by an order of magnitude. These may be incorporated into this system at 
a later date if mission requirements show the need for improvement. 
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Figure t—Apollo precision frequency source. 
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APOLLO MISSION PROFILE 


by 
J. J. Donegan 
Goddard Space Flight Center 


ABSTRACT 


A typical Apollo mission profile is presented to provide an underst.inding of 
the tracking requirements placed on the Unified S-Band System in support of the 
Apollo missions, Characteristics of the Apollo spacecraft are included, as well 
as the timing sequence of the Apollo spacecraft events from initial liftoff 
through lunar touchdown, lunar liftoff, reentry, and earth touchdown. Orbital 
parameters, flight constraints, and navigational problems are also discussed, 


The Unified S-Band System is implemented to provide ground instrumentation support for 
Apollo missions. Inthis role it will provide monitor and realtime control capability to flight 
controllers on the ground from liftoff to landing. In order to understand the tracking require- 
ments on the Unified S-Band System, it is necessary to know the mission profile the system 
will be required to support. This presentation describes a typical Apollo mission profile. 


Figure 1—Saturn V vehicle. 
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The Saturn V vehicle is 360 feet talk as 
compared with 109 feet for the Gemini Titan 
II vehicle. it delivers 7-1/2 million pounds 

Y of thrust as compared with 430,000 pounds 
LAUNCH ESCAPE SYSTEM 


Y 


delivered by Titan II. It is a three stage 
launch vehicle. The first stage is designated 
S-1C, the second S-11, and the third S-IVB. 


COMMAND MODULE The third stage or S-IVB is a restartable 
engine. 
80' 
SERVICE MODULE Elements of the Apollo spacecraft are 
the launch escape system, the Command and 
A\ Service Module (CSM), and the Lunar Ex- 


cursion Module (LEM). Totally fueled, this 


configuration weighs about 90,000 pounds at 
liftoff. 


TOTAL WEIGHT FUELED The operational control of the Apollo 
ABOUT 90,000 LBS. mission will reside on the ground in the 
Houston Control Center, even though the 
spacecraft will be designed with the capabil- 
ity of executing the mission and all abort 
options without use of ground information. 


Figure 3—Apollo operational contro! center. 
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For atypical mission the timing sequence of events is given in the following table: 


TIME ‘t ELAPSED TIME 


AFTER LIFTOFF EVENT. 

2.8 hours Lunar injection 

3.3/3.5 hours Transposition (turn around) discard 
third stage 

72.8 hours Arrive at moon (3 days) 

74,5 hours Lunar touchdown 24 hours stay 
on moon 

98.5 hours Lunar liftoff 24 hours stay on moon 

99.9 hours Rendezvous at moon 

103.5 hours Leave lunar orbit for earth 

196 hours Start reentry 

196.6 hours Earth touchdown (8 days) 


At liftoff the Saturn V weighs approximately 3000 tons and has the capability of transporting 
45 tons to the moon any day of the month. The first stage (S-1C) burns for about 2-1/2 minutes 


T+ 73.3 HRS. 
TOUCHDOWN — € 


T+ 0.0 HRS. 1+ 74.5 HRS. ZA 
fa T+ 99.9 HRS, 


rit 195.5 HRS. 


----=> 


pee 


a 


"1 + 3.3/3.5 HRS. 


T+ 2.8 HRS. 


T+ 103.5 HRS, 


Figure 4—Timing sequence of events for typicol mission, 
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Ib) Ci) 


Figure 5—Soturn liftoff, first stage burning, first stage separation, and second stage separation, 


to approximately 200,000 feet. After first stage separation, the second stage (S-11) ignites, 
producing a thrust capability of approximately 1 million pounds and burns for about 3-1/2 
minutes to an attitude of 600,000 feet. At this point the second stage separates. The launch 
window will be about 2-1/2 hours based on the restraint of a variable launch azimuth limited to 
26 degrees and on the basis of one tracking ship covering the insertion phase. 


During the second stage burn the tower launch escape system is jettisoned. 
The third stage or S-IVB which is a restartable engine is then fired brlefly to attain a 


velocity of 25,520 feet per second and places the spacecraft in a 100-nautical mile parking 
orbit. During this phase crew and equipment will be checked out to see if they qualify to 
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Figure 6—Earth orbital checkout. 


LUNAR. 
TRAJECTORY: 


Figure 7—Lunar trajectory insertion. 


perform the complete mission. The plane of the parking orbit should include the target or an- 
ticipated lunar landing point to avoid costly out of plane maneuvers. 


At approximately 2.8 hours after liftoff the S-1VB engine re-ignites, propelling the space- 
craft to a velocity of approximately 35,640 feet per second and injecting it into the translunar 
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trajectory. The spacecraft then goes into a translunar coast and during this phase it is neces- 
sary to determine the orbit quickly to make a "go/no go" decision on the transiunar phase of 
the mission prior to transposition. This will require about 10 minutes of tracking. 


Apollo will introduce new and complex operations. One of these is the transposition or 
turnaround maneuver. During this maneuver the CSM will be separated from the S-IVB/LEM 
configuration, turned around, and coupled up again, freeing the engine of the Service Module 
(SM) for use. Figure 8 shows the explosive separation of the forward section of the spacecraft/ 
LEM adapter, and the turn around maneuver. It is presently estimated that this phase will take 
about 30 minutes. 


(¢) in 


Figure 8—Command service module separation, turnaround maneuver, docking and 
coupling, separation of S-1VB stage, midcourse correction, and breaking maneuver. 
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Also shown in Figure 8 are the docking and coupling up of the CSM to the LEM/S-IVB, and 
the separation of the S-IVB stage which is now discarded. If required, midcourse corrections 
are then performed by the astronauts using the service engine to establish the proper course. 
This will occur about 5 to 8 hours after injection. It will take about 72.8 hours to reach the 
moon. Using the SM propulsion system, the astronauts will perform a braking maneuver to 
achieve the proper lunar orbit. This will be approximately a 100-nautical mile circular orbit 
above the moon's surface, at an injection speed of approximately 7500 feet per second. 


Sometime later two astronauts will transfer from the Command Module (CM) to the LEM, 
and one astronaut will remain in the CSM in lunar orbit. 


When all is ready, the astronauts will separate the LEM from the CSM and turn around the 
the LEM to descent attitude. First they will make a reconnaissance pass coming to a Pericynthiai 
of 50,000 feet above the anticipated landing point. If all looks good, they will start the actual 
landing approach. The rate of descent will be carefully controlled. The LEM will reach a hover 
point 300 feet above the lunar surface before final landing. Lunar touchdownthen occurs. Im- 
mediately upon landing, the LEM will be prepared for relaunch before either astronaut sets 
foot on the moon. Lunar landing occurs at 74.5 heurs elapsed time. 


While onthe moon the astronauts will perform scientific experiments, gather geological 
samples, take photographs, and do some exploration. They will also leave some scientific in- 
struments behind for transmitting scientific data back to earth. 


After a 24-hour stay on the moon, the astronauts will fire the liftoff engines using the four- 
legged adapter as launch pad and leaving it behind. Lunar liftoff occurs approximately at 98.5 
hours. 


The lunar launch must be timed to permit rendezvous with the CSM. This is a critical 
maneuver which imposes severe requirements on ground tracking. Rendezvous will occur at 
99.9 hours. Upon docking the two astronauts will return to the CM, detaching the LEM and 
leaving it in lunar orbit. If everything checks out at approximately 103.5 heurs, the astronauts 
will fire the service module for the return trip to earth. 


It is very important to determine the transearth trajectory early. From ground track- 
ing, midcourse corrections will be made to assure that the spacecraft enters the correct 
reentry corridor about 40 miles thick. A miss can mean up to 350 g's or can mean skipping 
back into outer space, or can mean encountering exceedingly high temperatures during reentry. 
The determination of the orbit quickly in this phase is of parammunt importance. Adjustinenis 
of time enroute to earth will determine where landing takes place on earth. Fuel penalty for 
trajectory adjustments early inthis phase are less than for later in the transearth phase. 


Betore entering the earth's atmosphere, the astronauts will jettison the SM. It must be 
separated so that there is not a re-contact problem between the SM and CM, and so that the 
anticipated impact point of the SM is not in a populated area. 
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Figure 9—Tronsfer to LEM, lunar approoch orbit, {unar descent, junar touchdown, 
photography, and exploration. 


The CM is then placed in proper attitude for reentry. The Apollo spacecraft like the 
Gemini spacecraft is a lifting vehicle. Its landing footprint gives the astronauts some control 
of their landing point. Apollo reentry is a very critical maneuver. Reentry speed is about 
35,787 feet per second and reentry range varies from 2100 and 5000 nautical miles. Ionization 
phenomena are intense during this phase, creating tracking problems for the ground during the 
blackout periods. Drogue chute deployment and main chute deployment are shown in Figure 11. 


The Apollo mission terminates in a water landing in the Pacific after approximately 
i96.6 hours elapsed time. Two possible landing areas are contemplated. one in the 
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(a) (c) 


{b) (d) 


. igure 10—Lunar liftoff, lunar orbit rendezvous, docking, leaving lunor orbit, 
ond return trip to eorth, 


northern and one in the southern hemisphere. These are near Hawaii and Pago/ 
Pago. 


As seen from study of the mission profile, the Apollo project introduces new and complex 
tracking problems, which must be resolved to provide realtime control of the mission from 
luto11 to reentry. ine Apoiio Unijied S-Banud Sysiem is vey designed to achicvc this 
result. 
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{a) {c) 


(b) (d) 


a —— 


{e) 


Figure 11—Service module jettisoning, reentry attitude orientation, reentry, drogue 
chute deployment, and main chute deployment (terminal descent). 


COMPUTER TEST PROGRAM TO QUALIFY 
USB SYSTEM 


by 
J. Barsky 


Goddard Space Flight Center 


ABSTRACT 


The GSFC computer processor will utilize data from the Unified S-Band 
‘USB) System to document its operating characteristics during actual orbital 
track. The USB system wil! be calibrated by the C-band network of FPS~16 and 
FPQ-6 radars which have been proven in Mercury and Gemini. The basic com- 
puter program utilized will be the Gemini program, revised to receive and 
Process the outputs of the two systems both simultaneously and separately to 
allow for maximum comparison of the results. The results will be measure- 
ments of the noise and bias in the USB network and the orbital determination 
accuracy as a function of this noise and bias. 


System testing of data flow to and from a USB site conducted at GSFC will 
utilize developed tests from the CADFIS&S program. These tests will be used to 
determine (1) the degree to which the computer-related portions of the system 
have fulfilled their system design requiremenis, (2) those portions of the sys- 
tems which are not functioning properly, and (3) the operational capability of the 
system to support a mission. 


INTRODUCTION 


The computer test program to qualify the Unified S- Band (USB) System will consist of two 
phases. The first is the CADFISS program which will check each siteas it is implemented and 
check the whole network before a mission, supplementing remote site testing. The second is a 
check of the system during a mission with an orbit computation program capable of utilizing 
both USB data and C-band radar data. 


CADFISS PROGRAM 


The responsibility of the CADFISS program testing for the USB will be to verify the opera- 
tional readiness of hardware and software configurations which may affect the data content of 
messages used for computer computations at GSFC and/or MSC. Particular emphasis will he 
placed on subsystem interfaces which are not checked during unit testing. Where possible, the 
tests utilize the operational program which will be used for mission support. This enables the 
CADFISS tests to perform an authentic pre-~mission checkout of the applicable systems. 
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The general equipment areas that are involved are communications, radar tracking, in- 
cluding boresight, antenna programmer and range and range rate, the digital command system 
(DCS) at high and low speed and the PCM telemetry tests at high and low speed. All of these 
tests are applicable both to Manned Space Flight Network remote sites and the ships, except 
the boresight test which cannot be run on the ships. All GSFC tests will have the capability to 
process variable input rates for both high and low speed tests. 


CADFISS utilizes an automatic program concept, all phases of testing being under control 
of the computer program. The 7094 is the center of the testing system and controls data flow 
activity between remote sites and the Goddard Space Flight Center. 


In discussing the tests necessary to accomplish the testing objectives it is assumed that 
GSFC will have access to all high- and low-speed communication lines that exist between MSFN 
sites and MSC, Houston, and that GSFC's realtime systems will have access to high speed com- 
mand circuits, high-speed tracking circuits, and low-speed teletype circuits required to per- 
form the proposed CADFISS lists. Facilities will be available at GSFC to accept and format 
data from six high-speed telemetry circuits simultaneously, and error codes required on the 
outgoing command circuits will be affixed by the GSFC realtime system. 


Communications Tests 


The communications tests are required to ascertain the condition and continuity of each 
GSFC remote site circuit. The communications circuits are common to all areas of testing; 
therefore, a simple end-to-end test is required. The testing will consist of sending data from 
GSFC to the site, where it is compared against an expected pattern and scored, and the results 
are transmitted to GSFC. The site, in turn, sends data to GSFC, to be compared with an ex- 
pected pattern and status of the circuit is established. 


Radar Tracking System Tests 


The testing of the radar tracking system consists of three aspects; the range and range- 
rate (doppler) test, the radar boresight test and the antenna position programmer test. 


Range and Rate Tests 


The purposes of range and rate tests are to: (1) verify the operation of the ranging 
system for one discrete value of simulated range; (2) insure that the voltage controlled oscil- 
lator (VCO) frequency is inserted into the range format position of the first output message 
following range code acquisition; (3) verify the proper operation of the range/frequency indi- 
cator bits to provide a coarse check on X, Y angular data; (4) check time; (5) test the ranging 
system for both Lunar Excursion Module (LEM) and Command Service Module (CSM), on dual 
radar sites; (6) check the "'n'' counter; (7) check operation of the 100-megacycle interval 
counter and (8) test the doppler readout circuitry operation. 


According to the procedure set up for range and rate tests, the site upon cues from GSFC 
acquires phase lock with the collimation transponder and the transponder aCquires phase lock 


COMPUTER TEST PROGRAM TO QUALIFY USB SYSTEM 147 


with the ground station, after which ranging is started. When range acquisition is achieved, 
VCO frequency is transferred to the range output register and then to the tracking data proces- 
sor. Successive output messages will contain the range units which correspond to the delay 
inserted at the transponder simulator. In addition to range and frequency, the message iden- 
tification characters and the time word are checked for proper operation. 


During the range test, the doppler counter is tested by using a stable 1 megacycle gener- 
ator as a simulated doppler source analog signal and is checked for the destruct and non- 
destruct modes and for Nl and N2 count periods. The approximate length of test is 5 minutes. 
Tests will be required for both high and low speed testing to satisfy launch area and network 
radars and will be capable of operating with variable speed input data. 


Redar Boresight Test 


The purpose of the radar boresight test is to check the angular alignment of the radar 
system and check on the time and message identification. Upon receipt of a cue from GSFC, 
the site acquires and locks on the boresight signal. ''N'' frames of data are transmitted to 
GSFC over low-speed teletype circuits. The data is compared with the tower survey value to 
determine angular alignment. A high speed test will also be required to test radars used in 
the launch area but is not applicable to the ships as they will not have a collimation tower. 


Antenna Position Programmer Test 


The purpose of the antenna position programmer test is to verify the proper operation of 
the subsystems and interfaces used to position the antenna. The operational program will be 
used in the on-site data processor. GSFC will send acquisition points to an on-site computer 
via low speed teletype. The operational program in the computer uses these points to compute 
and punch a pass tape which contains command angle data to direct the antenna position pro- 
grammer (APP). The tape is entered into the tape reader for the APP where it will direct the 
antenna to the specified orbit search. The radar encoder outputs the angular position of the 
antenna to the tracking data processor (TDP) where it is formated and transmitted to GSFC. 


The acquisition points sent to the on-site computer are used at GSFC to construct the com- 
mand angles which were used to direct the APP. These angles will be used to construct a 
simulated orbit. The data received from the site will be compared against this orbit with some 
small amount of errors allowed. Test time is approximately 5 minutes. A high speed test is 
also required. 


Prior to getting an operaticnal progiam for the m-site computer, a tape will be prepared 
at GSFC and used to simulate an orbit pass. This tape may also be programmed for discrete 
antenna positions and the boresight tower coordinates. 


Digital Command System 


The digital command system will be tested to verify proper operation of the subsystems 
and interfaces used operationally as part of the digital command system including an input data 
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check (program functions), an up-link check and a validate and retransmit check. The pro- 
cedure will be to prepare output command loads in the GSFC’s IBM 7094 computer, affix error 
code to data, and transmit to the appropriate site. The remote site program in the command 
data processor (CBP) will perform a validity check on the data and store commands or request 
retransmissions as required, 


The second phase of the test up-links the data to the collimation tower or the dummy an- 
tenna load, The up-linked data feeds the verification receiver and is then fed to the CDP via 
the input buffer. The CBP performs a comparison with the up-linked command and indicates 
these commands which @o not compare. The addresses of failing commands will be sent back 
to GSFC via low-speed teletype as a program function or a manually prepared remote site 
report. Sequential switching of circuits at Honolulu and London will require that this test be 
run in three passes to test all sites. 


The operational program will be used inthe CDP. This test will vary slightly in opera- 
tional procedures at the site due to the different modes of operating the command system. 
Mode 1 requires site personnel to up~link the command data. Mo@e 2 operation up-links the 
data upon receipt of an execute command from GSFC and Mode 3 up-links the command im- 
mediately upon receipt of data and validation. The test will be limited to approximately 19 
minutes per site. 


PCM Telemetry Tests 


The PCM telemetry will be tested to verify the data flow path from the sub-carrier de- 
modulator to the telemetry processor and the output of the telemetry processor via high speed 
to GSFC. The PCM simulator will be used to input directly to the PCM demodulation distribu- 
tion panel or modulate the S-band downlink at the collimation tower if the latter is available. 
Each vehicle format will be checked as well as each decommutation station. 


The operational program is used inthe telemetry processor during this test. The data 
transmitted to GSFC are compared against tables of expected values and the test results trans- 
mitted back to the site, The high circuit switching at London and Honolulu limits the number 
of sites which may be tested simultaneously, therefore, three passes will be required to test 
all sites. The CADFiSS program will then check the entire network and allow the orbital com- 
putation to be performed with confidence in the equipment. 


ORBIT COMPUTATION PROGRAM 


The ultimate test of the USB system as a tracking system is its ability to provide data to 
determine an orbit. Theoretical studies can show what the capabilities of a system should be, 
but only actual track of an orbiting vehicle can prove its real capabilities. 


One problem associated with determining the capability of a tracking system is a good 
standard of comparison. {n Mercury and Gemini we simply used the best tracking systems 
available, the C-band radars FPS-16 and later the F#Q-6. These proved fully capable and 
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provided excellent orbit determination, This then provides an excellent measuring stick for the 
USB. 


Although the USB has the added capability of measuring doppler or range-rate, the specifi- 
cation for angles and ranye are not as good as either the FPQ-6 er FPS-16. The results of 
recent Gemini missions show the rms errors for the C-bands to be roughly 0.1 mil in angles 
and 5 yards in range as compared to specifications of 0.6 mil in angles and 15 yards in range 
for the USB. 


The USB is primarily designed for tracking to lunar distances but does have definite near- 
earth functions. Once a vehicle is far from the earth, the angle tracking ceases to be of value 
and the doppler and range are the prime sources of information. Therefore the USB has to be 
evaluated in two ways: first,as a complete system with anples; second,as a source of range and 
ranve-rate alone, 


The comparison then will be made on vehicles carrying both C-band and USB transponders. 
The central computer will accept data from all sites and perform orbit calculations in three 
modes: C-band track alone, USB track alone, and combined C-band and USB track. 


The residuals and rms errors will be computed for the USB as a function of all three solu- 
tiens. These errors will be analyzed to determine the biases or systematic errors in the vari- 
ous sites, which may be due to static errors such as station location. X and Y angle boresigrht 
and boresight misalignment, frequency Standard, and dynamics errors such as antenna lag. 


Other errors are always present which complicate an analysis. The mathematical model or 
equations of motion are never exact, particularly in the case of a satellite relatively close to 
the earth and subject to all of the earth's harmonics perturbation and especially te atmespheric 
drag. 


The model will contain Cowell equations of motion integrated with an improved 8th order 
central difference integrator. Ail necessary perturbations will be accounted for in the equa- 
tions of motion. The data will be corrected for all known effects indicating lecal vertical. re- 
fraction, light time and delays, and timing errors. 


One of the principal problems associated with tracking has been the nature of the satellite 
itself. Ef it is unstabilized and unsymmetric, a random tumble area is usually used witha 
fixed coefficient of drag for drag calculations. If it is tumbling at a high rate. the main source 
of error is the coefficient of drag, which is difficult to estimate for an odd shaped vehicle. If. 
in addition, the tumble rate is slow compared to the orbital period and the orbit elliptic, the 
problem of the precise orientation during the nerind of maximum drag becomes very significant. 


Anether asseciated problem occurs if the vehicle is stabilized by on-board thrusters. This 
tends to act as a small net thruster which perturbs the orbit greatly in preerision orbit de- 
termination: therefore a stabic urpit is required for performing the tests described before. 
Ideally for these tests, the orbiting vehicle should be round to minimize errors in surface area 
and coefficient of dray computations. It should be unstabilized to eliminate effects of thrust 
and should be ina fairly high orbit to minimize perturbations on the orbit. If uncertainty in the 
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drag and thrusting characteristics are allowed to dominate the solution, no definitive analysis 
can be made. 


A crucial role of any tracking system occurs when the orbit has to be defined or redefined 
on the basis of one station. This is where the performance in terms of low data noise is very 
important. As has been pointed out, there are many phases in which a single station will have 
to determine the orbit in the Apollo mission, 


In Mercury program, however, it was found that once a sufficient amount of data had been 
accumulated (e.g. about one orbit), the solution from a "poor" tracking system and a ''good” 
tracking system did not differ appreciably. The case in point was the Verlort versus the 
FPS-16. At that time the relative noise of the two systems was 1.0 mil and 40 yards for the 
Verlort, compared to 0.2 mil and 10 yards for the FPS- 16. However, after one orbit, the 
solutions using Verlort alone or FPS-16 alone did not differ greatly. This condition depends 
on the two systems having only a difference in noise levels where one of them is much noisier 
than the other but there are no significant biases present. 


Where the superior capability of the F PS-16 appeared was in the ability of one station to 
determine anorbit. Here the systems differed vastly in their results, the FPS-16 being an 
order of magnitude better in velocity determination. Therefore, by testing the single station 
solution of USB against a best combined solution, a real figure of merit will be obtained for one 
of the most critical roles of the system - the ability of a single station to redefine the orbit. 


in summary then, the residuals of the combined solutions should provide a good estimate of 
the pussible biases and errors in the system and the single station solution error should provide 
2 real measure of the capability of the USB system. 
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ABSTRACT 


This presentation outlines the configurations and capabilities of the network 
equipment to be installed on the remote sites for the Apollo program. Discus- 
sion includes site and system design considerations, system parameters, func- 
trons, and mocles of operation. 


The major systems, including PCM decom telemetry and DCS processors 
and console systems, are described in detail. 


The discussion also includes the capabilities to be provided for closed-loop 
tests of the equipment at the remote stiutions, and the design of the equipment 
required to process and distribute the data from the Unified S-Band System. 


The data flow from the control center to the remote sites is deseribed, as 
well as vquipment arrangement at a typical remote site. 


The quantities and types of new nctwork equipment being procured for the 
Apollo project arc: listed to provide an indication of the magnitude of the Manned 
Space light Network (MSFN) implementation program for the Apollo project. 


INTRODUCTION 


The Unifled S-Band System is the major system lucated on the remote sites of the Apollo 
Network. This system combines the various up-link data and the down-link data on a single 
carrier. The system required to instrument the remote sites of the Manned Space Flight Net- 
work (MSFN) for the Apollo project is described in this paper. 


DESIGN CONSIDERATIONS 


Many faciturs were considered in the development of specifications for the individual sys- 
tems procured for the Apollo pregram. This program requires instrumentation for three 
vehicles as well as the booster. This fact dictated the necessity for increased flexibility in the 
desion of the sysiems. ach of the three vehicles will transmit PCM telemetry. The network 
was designed to transmit digital commands to each of the vehicles. Increased data processing 
capability is required for processing and displaying significantly larger amounts of information. 


151 


152 €. 0, ROBEP.TS 


In addition to these features related to the space vehicles, other factors were considered. 
Redundancy was considered necessary in all of the major systems. Modularity of design was 
considered to be an important factor. Maximum flexibility was necessary to provide the capa- 
bility of instrumenting the network with systems which would not be outdated as vehicle param- 
eters were further defined or modified. To meet required operational dates, major systems 
were required to be procured prior to detailed definition of the spacecraft equipment parameters. 
The state-of-the-art digital equipment was employed throughout the network wherever possible. 
This presentation attempts to show how these factors influenced the design of the network 
systems. 


SITE DESIGN 


A typical remote MSFN site for Apollo is shown in simplified block diagram form in 
Figure 1. More detailed block diagrams of the individual systems are presented and explained 
later. 
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Figure }—Typical remote site block diagram. 
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Telemetry 


The data flow between the major subsystems at the remote sites is shown in Figure 2. 
Telemetry data received from the various vehicles will be demodulated by the Unified S-Band 
System, The data will then be decommutated and distributed by the PCM system. Selected 
telemetry parameters will be transferred to the telemetry (TM) data processer, and to the 
command data processer (CDP}. Each PCM decom will contain two computer buffers te transfer 
TM parameters broadside to the associated data processer. The decom has the capability of 
transferring any selection of parameters into each of the computers. 


The parameters transferred to the TM data processer are independent of those transferred 
to the CDP. The PCM decom also has event storage and digital/analog (D/A) converter capa- 
bilities. Data transferred from the PCM stations tothe TM data processer will normally con- 
sist of parameters to be converted to engineering units, analog data to be displayed on strip/ 
chart recorders, clock data to be displayed for time comparison, and any other parameters 
required for display on the consoles. Parameters required for transmission to the control 
center as part of the telemetry summary message will also be transferred to the TM computer. 
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Figure 2—Typical remote site telemetry dato flow block diagram. 
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Data transferred from the PCM stations to the CDP will include MAPS. spacecraft parameters and 
clock words which may be updated by command, and events for driving indications on the console 
command panel. Data to be displayed on the consoles will be processed and formatted by theTM 
data processer and transferred to the memory character/vector generator for storage. Data 
stored in the memory character vector generator (MCVG) will be utilized to continuously update 
displays on the cathode-ray tube located in the individual consoles. Data will also be processed 

by theTM data processer for transmission in real time to the control center over high speed lines. 


In addition to the Unified S- Band (USB), the 30-foot remote sites will also be equipped with a 
VHF acquisition aid. During the early phases of the Apollo program, data received from the 
spacecraft will be VHF rather than USB. Provision has been made to provide either USB or VHF 
telemetry data tothe PCM decoms. Biomedical parameters from the USB and PCM Systems 
will modulate voltage controlled oscillators (VCO's) and be multiplexed for transmission to the 
control center over a voice-data line. 


Command 


Command data will be received from the control center over high speed lines as shown in 
Figure 3. The data will be checked by polynomial code techniques and stored in the CDP after 
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verification. If the data received from the control center is not valid, the CDP will generate a 
request for an automatic retransmission of blocks of data which were not valid. Individual 
commands, spacecraft clock, and up-date of command loads may be initiated from the flight 
control consoles or from the control center, Upon initiatien of a command, data will be trans- 
ferred from the command data processer to the up-data buffer. The data received by the up- 
data buffer will then be serialized and converted into a PSK wave form consisting of a two- 
kilocycle data tone combined with a one-kilocycle reference. The PSK wave form may then be 
utilized to modulate the UHF command system or the USB system. 


Both systems are equipped with monitor receivers which will detect the data which were 
transmitted and convert them to parallel words for entry into the command data processer 
(Figure 4). These data will then be utilized in the preparation of summary messages to be 
transmitted to the control center over a high speed tine in real time. The magnetic tape unit 
being provided with each data processer may be driven by either data processer. Therefore, 
it appears advisable to transfer all command data received from the control center to the 
magnetic tape unit for storage. If either computer fails, the data would then be immediately 
available to the remaining data processer. 
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Figure 4—Uplink doto block diagram. 


Voice, Acquisition, and Recording (Figure 5) 


Acquisition of the various space vehicles may be accomplished by one of three methods: 
The utilization of the VHF telemetry acquisition aid, the C- Band radar, and the USB. Air-to- 
ground voice capabilities will be provided on both VHF and USB. Tone remoting is being pro- 
vided to permit voice modulation of the transmitters from the control center. Wide band, nar- 
row band, voice, and chart recorders will be provided for each site to record PCM telemetry, 
spacecraft TV, voice, analog event, and status information. A TV monitor will be provided to 
display the slow scan TV from the spacecraft. Teletype input to the data processers will. be 
provided in Order tiat telemetry summaries from other remote sites may bo stored in the 
telemetry computer. Summary data may then be called up for display on the cathode-ray tube 
by the flight controllers. PCM simulator will be provided for maintenance of the PCM system 
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converted into computer instructions by the console computer interface adaptor (CCIA). 


Sites which will not have flight controllers during missions will not have MCVG, CCIA or 
flight control installed. 
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Figure 5—Typicol remote site acquisition block diagram. 


Redundancy has been provided throughout the major systems (Figure 6). Each USB system 
must be capable of handling at least two links in both receiving and transmitting modes. Dual 
VHF acquisition aids have been installed at most sites. Dual VHF voice receivers and trans- 
mitters are installed. All sites equipped with UHF command capabilities are dual. All primary 
sites will have three PCM decoms. The telemetry and command data processes are identical. 
In case of failure of one data processor. the remaining data processor will be utilized to process 
both telemetry and command information, All peripheral equipment which interfaces with only 
one computer will be wired through switch units to permit them to be connected to either data 
process. 


The up-data buffer is designed to provide redundant channels. The MCVG has three iden- 
tical channels. Failure of any channel will result in the loss of only four of the 12 CRT dis- 
plays. The CCIA consists of two identical channels. The failure of either channel will result 
in the loss of control from half of the consoles. 


Full utilization of digital equipment has been made throughout the USB, PCM, Data Proces- 
sor, MCVG, CCIA and up-data buffer. These systems comprise the major part of the remote 
site instrumentation shown in Figure 7. 
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Figure 6~—Typical remote site block diagram without consoles. 


SYSTEM CAPABILITIES 


Computer 
Some of the major features of the data processor system are: 


1. Two identicat 642B modified computers are provided. One is forthe primary purpose 
of telemetry data process and driving console display. Both units have an identical complement 
of peripheral equipment. 


2. The computer memory has a two microsecond cycle time, 


3. Each computer has a 32K directability, addressability memory. This memory size was 
selected to provide for the capability of driving CRT displays. It was determined that a 24 bit 
word length was desirable to permit the computer to process spacecraft computer words and 
ground and spacecraft time words as single units. The unit select has a 30-bit word length 
capability, 


158 C. 0. ROBERTS 


VHF (2) 
VOICE RCVR 


“ ee , 
> oe a 
\ MCVG r | 
SS | 
CONSOLES 
& DISPLAYS 
- paeaieceuadss | 
—_—_— CA oF 
oe 
BIOMED 
vco 
UHF CMD ! uP DATA ! 
XMIR(2) 1 BUFFER ,| 
hs es es oe os —_ 
eS 


{ 
i DIGITAL EQUIPMENT 


LOCAL | | 


VHF (2) 
VOICE 
XMIR 


Figure 7—Typicol remote site digitol equipment block diagram. 


4, Sixteen fully buffered input/output (I/O) channels were considered the minimum ac- 
ceptable to provide for connection of all peripheral equipment without the necessity of multi- 
plexing channels. 


5. An Overlap memory capability provides additional execution speed for the computer. 


6. Continuous data mode capability permits the computer to transmit large blocks of data 
to external devices without reinitiation of the buffer. 


7. As the computer forms the heart of the remote site system through which both command 


and display functions must pass, a militarized unit was considered necessary to provide high 
reliability. 


8. Inter-computer transfer capability is necessary to permit both computers to be inter- 
connected for transfer of data, This capability is also required for the Apollo ships in order 
that data may be transferred from the telemetry computer to the ships’ central processor. 
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Puise-code modulation (PCM) 


The major features of the PCM system are: 


1. The PCM system procured for the Apollo project utilizes program contro} for both 
acquisition and distribution formats. A 4096 by 36 memory provides the capability for routing 
any bit to any one of the 127 binary stores, and for the routing of any word in the format to any 
one of the selected 127 D/A convertors. 


2. The computer load capability is provided for rapidly loading the PCM program. This 
feature permits the updating of the format by the computer in real time. 


3. A computer output capability is provided to permit the PCM station to transfer data 
and status to the telemetry and command data processors. 


4. The 4096 word memory of the system provides the capability of storing 10 selectable 
formats; six formats of the Gemini complexity can be accommodated. 


5. Bit rate selection is under program control and up to 10 different bit rates may be 
selected. This fcature permits complete control] of the PCM station by the program. 


6. The system has the capability of handling all existing formats with bit rates up to one 
megobit. Since all system parameters are under program control, the system has the flexi- 
bility to handle a wide variety of new formats. 


7. Self check capabilities are provided through the use of a stored program simulator and 
a comparator for determining bit error. 


Command 
The main characteristics of the command system are: 
1. Redundant channels are provided throughout. 


2. Flexibility has been provided throughout the system by placing all major parameters 
under program control. Only software modifications are required to change word structure, 
word length, sub-bit encoding, transmission verification method, and input verification format. 
Command words transferred from the CDP to the up data buffer are in sub-bit encoded form. 
The only parameter of the system which may not be chanted by program control is the data 
rate. The niaximum data rate is established at one kilobit by the selection of one kilocycle as 
ihe reference for Gie PS signal. 

3. Continuous equipment status monitoring is provided by the utilization diagnostic rou- 
tines. Equipment status may be cletermined even during neriods when conimands arc not being 
transmitted. 


4. A reat time command summary capability is provided. Data transmitted from cither 
the USB system or the UHF system will be received by a monitor receiver, demodulated, and 
transferred to the command processor for summary preparation. 
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Disptays 
The principal features of displays are: 


1. Computer driven cathode-ray to displays were selected for the Apollo consoles to derive 
greater flexibility than can be obtained from analog meters. 


2. Arapid reconfiguration capability was considered necessary to keep the number of 
consoles to a minimum. Ina matter of minutes a console may be configured from S-IV-B 
support to Lunar Excursion Module (LEM) or Command and Service Module (CSM) support. 
The four systems consoles and the command communicator console are almost identical. One 
may be reconfigured to provide the support previously supplied by any of the others. 


3. Two CRT's were provided on each system console and the conumand communicator 
console. This feature provides the capability of continuously viewing prime data while cycling 
through contingency data. It also provides additional reliability in that the two CRT's are 
connected to separate memory channels. 


4. Three separate and identical channels are provided in the MCVG unit, No hardware is 
common to all three channels. This factor minimizes the effect of an individual failure. A 
failure in any of the three channels would result in the loss of four cathode-ray tubes, no two 
of which would be located on the same console. 


5. A flexible modular design of the consoles was necessary to permit addition of displays 
and repositioning of existing displays in the console shell. The panels designed in standard 
unit sizes may be repositioned on the consoles’ viewing area. 


6. A maintenance monitor was provided to permit rapid maintenance of the system. The 
display module in the maintenance monitor is identical to the display module utilized in the 
consoles, If necessary it may be used as a Spare unit. The maintenance monitor may be 
paralleled with any of the 12 CRT displays for tests of the systems performance; however, the 
capability of separate call-up of a new format for display on the maintenance monitor has not 
been provided, 


7. Both character and vector display capabilities were considered necessary to provide 
systeni flexibility for displaying; tabular data, analog data, trend plotting or meter formats. 


8. A 3,000 word per minute printer is provided at each of the systems console locations 
as well as at the command communicator console, The printer is multiplexed to both the 
telemetry andcommand computers. Data from either computer may be printed by the high 
speed printer. It is anticipated that the printer will be utilized for read-out of command in- 
formation transmitted to the remote site from the control center, read-out of the commands 
initiated from the consoles display, selection of tabular data and thv display formats, and to 
display results of computer diagnostic tests. 


NETWORK SYSTEMS 


DATA FLOW 


The capability exists at the remote site 
for transmitting various types of data to the 
control center in real time (Table 1). The 
following data may be transmitted from the 
remote site in real time: air~ground voice 
cOmmand summary messages, telemetry sum- 
C-Band and USB tracking 
data, biomedical data, and administrative traf- 
fic. The remote site has the capability of ac- 
cepting many types of data from the control 
center in real time. 


mary messages, 


These include air- ground 


voice, commands, format select, acquisition 
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Table 1 
Datu Flow. 


From Remote Site From Control Center 


A/G voice A/G voice 
CMD sum CMDS | 
TM sum Format select \ 


Tracking data ACQ data 


BIO-MED Remote site sum 


Admin, tralfic 


Admin. traffic 


data, remote site summaries, and administrative traffic. At present, all types of data men- 


tioned may be processed automatically with the 
traffic. 


CLOSEO LOOP TESTS 


A block diagram of the remote site closed- 


exception of acquisition data and administrative 


loop test capability is shown in Figure 8. The 


method illustrated will permit closed-loop tests of the major portions of the system from GSFC 


under computer control. Test data from GSFC 


can be transmitted to one of the remote site 


processors over either high speed or teletype lines. This data can then be utilized to load the 


PCM simulator program. Data in the PCM bit 


stream may control from a remote source in 


real time the simulator output introduced into either the RF system or the PCM system. The 
output of the PCM system is then transferred to the data processer to be formatted for 


MONITOR 
RCVR 


Figure 8—Typical remote site 


TO GSFC 


UP DATA 
BUFFER 


closed loop test block diagram. 
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transmission back to GSFC. Commands will also be initiated from GSFC through the Command 
data processer and transmitted from the USB or UHF transmitters. The data are then sampled 
by the monitor receiver and transferred to the command processer through the up-data buffer. 
Command summaries may then be generated for transmission to GSFC to complete the closing 
of the command loop. Telemetry and command summary messages received at GSFC may be 
reduced by the computer complex to determine remote site equipment performance. 


EQUIPMENT LAYOUT 


The quantity of new network equipment being procured for the Apollo project (exclusive of 
the equipment included on the Apollo ships and aircraft contracts) is presented in Table 2. The 
amount of equipment provides an indication of the magnitude of the MSFN implementation pro- 
gram for Apollo, 


Figure 9 shows how the equipment arranged in a typical remote site. The USB equipment 
mounted in the building has been located in one room, A large picture window has been pro- 
vided to permit the antenna to be viewed from the contro] console. The PCM equipment, VHF 
receivers, acquisition aids, and recorders have been located adjacent tothe USB room. The 
computer's, peripheral and associated equipment, including the MCVG unit, have been located 
in One room adjacent to the operations andtelemetry rooms, The communications room is 
located adjacent to the operations room to speed mission message handling. 
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Table 2 


New Network Equipment for Apollo. 
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APOLLO NETWORK 
PCM DECOMMUTATION SYSTEMS 


by 
W. A. Dentel 
Goddard Space Flight Center 


ABSTRACT 


A description of the MSFTP-1 (PCM) decommutation systems currently 
heing utilized on the Manned Space Flight Network (MSFN) is presented, includ- 
ing a discussion of the signal conditioner, the group synchronizer, and the 
telemetry euiput buffer and its capabilities. 


A description of the new stored program PCM decommutation systems 
being procured for the MSFN is also presented. In addition, the added versatility 
of the store<| program ind its associated soflware will be discussed. 


The two types of systems are discussed with respect to the interfaces with 
the other on-site cquipment, including unified S-band (USB), VHF receivers, 
computers, and consoles. 


INTRODUCTION 


The following paragraphs describe the new pulse-code modulation (PCM) decommutation 
systems being procured for the Apollo missions and the differences between the new systems 
and the existing Gemini PCM system. The new systems will complement and increase our 
present capability at the Gemini sites for PCM decommutation, There will be two types of 
systems utilized on the Manned Space Flight Network (MSFN), The first is an existing patch- 
board system which was manufactured by Electrical Mechanical Research, Inc. This system 
is in use, and has been in use for some time on Gemini network, The second is a stered pro- 
gram PCM which is presently under procurement and in manufacturing at Dynatronics Inc., in 
Orlando, Florida. The stored program PCM will be utilized in all of the new Apollo tracking 


sites, as well as to supplement the Gemini site complement of PCM's for support of the Apollo 
program. 


PCM SYSTEM INTERFACE 
The block diagram (Figure 1) snows ina very simplified manner the interfaces of the PCM 


systems with the other network equipment. The decommutation system distribution unit (DSDU) 
is the major interface unit for all the PCM equipment and the other network equipment. The 
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TLM 
| COMPUTER 


DSDU accepts inputs from the unified S-band 
(USB) signal data demodulators, the VHF 
telemetry receivers, and the magnctic tape 
recorders. Serial data inputs are patched by 
a video patch panel into the PCM signal con- 
ditioners. These serial data inputs can be 
patched to PCM's 1, 2, or 3. The outputs 
from the PCM stations are connected to the 
DSDU patchboard systems. This allows the 
user devices at a remote site such as the 
consoles, the event light indicators, and the 


| pcs 
{| COMPUTER 


SERIAL DATA 


CONSOLES 


recorders to accept any event or any analog 


USB VHF RECORDERS 
SIGNAL TELEMETRY USB parameter from any one of the three PCM 
DATA SYSTEMS EXCITERS 


DEMOD bit streams which we have the capability of 


receiving. There is also a direct interface 
Figure I—PCM system interface diagram, at each of the PCM decommutators with each 
of the two computers on site. Each PCM has 
the capability, under prugram control, of selecting or stripping out zany word or number of words 
from the format for inputting to the computer. 


PCM DECOMMUTATION UNIT DESCRIPTION 


The first of the two types of units being utilized on the MSFN to be covered is the new 
stored program decommutator. A few of the differences between the new wnit and the existing 
patchboard type unit will be pointed outlater. Figure 2 is a pictorial drawing of the new PCM 
decommutator which is scheduled for delivery to NASA in August. In the first rack there 
are two Signal conditioners. Behind the door in the lower portion of the rack are several of the 
self-test functions which consist of a self-test panel, a paper tape reader for inputting data to 
memory, and other non-operational type 
functions, All controls for operating the 
station are located on the system control 
pancl in the second rack. Below and behind 
the system control panel are printed circuit 
card gates containing the program control 
logic. The core memory is also located in 
the second rack. The third rack contains 
test equipment for the system. Thereis 
also an oscilloscope, electronic counter, 


z digital voltmeter, and intercommunication 

panel. The fourth rack consists mostly of 

: printed circuit gates and contains all of the 

output circuitry for the system. These 
major outputs of the system consist of 127 

Figure 2—PCM data decommutation unit, digital-to-analog converters, 127 on/off 

event outputs, and five 40-bit binary stores. 
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PCM STORED PROGRAM SIMULATOR 


Figure 3 is a Photograph of the PCM stored 
program simulator which is being procured for 
the Apollo. The simulator will be supplied to every 
site uSed on the MSFN whether it géts a storéd 
program decommutator or not. The reason is with 
this simulator unit we can eventually perform 
(from GSFC) closed loop computer tests of the site 
utilizing the computer intput to this simulator, the 
output of this simulator via an RF link into a PCM 
decommutator, and from the PCM decommutator 
to the on-site computer and back to GSFC. These 
are at the moment in acceptance testing at the 
manufacturer's plant, and the first is scheduled to 
be delivered in July. 


PCM STOREO PROGRAM DECOMMUTATOR 


Figure 4 is a block diagram of the new stored 
program PCM decommutator. The PCM system 
utilizes computer techniques to accomplish real 
time and delayed processing of serial PCM data 
formats under the control of an internally stored 
program. The system is capable of changing for- 
mats by the selection of a push button on the front 
panel of the system control panel, or the selection 
may be accomplished at a remote location. The 
system has the capability of storing up to 10 com- 
plete PCM formats in the decommutator. 


Bit rates from 10 bits to 1 megabit per second 
may be accommodated in either of two bit syn- 
chronizers. Selection of either one of the two bit 
conditioners is provided on the system control 
panel. The narrOw band bit synchronizer has 10 


fivod hit ewatane arcane aa- think awe in 
aaehene WE trates associated with it which az é,i in tur ii, 


associated with the LOstored programs in memory. 
The wide band bit synchronizer is similar, with 


the exrention thet it has 2 congbility of manua! 
“== MOOCPSION LAl Wf mao QA Capacite ¥ Cs Manua.s 


selection of bit rate anywhere from 10 bits to 1 
megabit per second. 


HINA mi HI 


Figure 3—Stared program simulator, 
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Figure 4—Block diogrom of stared progrom PCM doto decommutotion system number 6000. 


The parameters required for setting up the PCM system are rea¢ from memory at the 
initiation of a new program. At this time, memory instructions are read from the core memory 
to the program controller. The instructions are routed to the bit conditioner and determine 
what type of code this format is supposed to be receiving (NRZM, NRZS, NRZC, split-phase, 
or RZ), the polarity of data {negative or positive), and the bit rate (one of 10 fixed bit rates 
associated with this particular format). 


The synchronization patterns are also read from the core memory and inputted to registers 
in the synchronizer for utilization in the frame synchronization, subframe synchronization, and 
work sync if it is utilized. At the end of the format setup procedure, the system automatically 
goes into a search mode and begins searching for a frame sync pattern. Once it has acquired 
the franye sync pattern, or word sync if it is utilized, the system goes into a check mode and then 
a lock mode. When in the lock mode, the decommutator is in step with the airborne commutator 
and the datu coming from the outputs is valid. 


Serial data from the bit synchronizer is coupled to the seria!-to-paraklel converter where 
it is converted to parallel form for outputting to the various output devices of the system. 
These consist of those shown in Figure 4. There are three 64-bit multiplex outputs and five 
40-bit binary stores which have the capability of assembling, under program control, 40-bit 
words from any sytiables within the format. The syllables need not be adjacent, and may be 
anywhere in length from one to ten bits. 
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There are two computer buffers for interfacing with the two642B's that are being installed 
on the MSFN. The computer buffers have the capability, under program control, of accepting 
any selected number of words from the format. There are 127 digital-to-analog converters that 
are individually addressed by utilizing a 7 bit address in the memory instruction. and again any 
word in the format can be routed to any one of the 127 digital-to-analog converters. This is 
also true of the 127 digital on/off stores, except in this case individual bits of any word can be 
routed. One bit, or any number of bits from any word in the format, may be routed to any 
arbitrarily assigned on/off store. Status signal outputs such as synchronization status are also 
available. 


There are three methods by which data may be inputted to the new stored program decom- 
mutator at the site: manually, from the system control panel utilizing a series of switches; by 
utilizing a paper tape reader which is contained in rack one; or the computer can directly inter- 
face with the PCM decommutator and in real time change a format or some instructions in an 
existing format. We are, of course, limited on the MSFN at the sites where we have existing 
patchboard systems because the computer cannot input data to the patchboard system. 


Parity is used inthis 409636 bit memory. One bit of every word is used for a parity 
bit. There are two modes of utilization for parity. The first is a test mode whereby the system 
completely runs through every memory instruction checking for parity. If a parity error is 
determined the system will stop and display the error {that is. the memory address and data) on 
the front panel displays so that it can be corrected. However, when operating on a format in the 
operational mode it is desired that a parity check be made without the system stopping if an 
error is found. In this case, parity is checked continuously as every word is brought out from 
memory address and data are displayed, but the program continues to operate. 


NARROW BAND BIT SYNCHRONIZER 


Figure 5 is a front panel view of the narrow band bit synchronizer. The controls are stand- 
ard. The only things different are indicator lights on some controls. Those controls that have 
indicator lights are the functions which are under program control: bit rate, the type of de- 
tector being utilized, filter and sample or the integrated and dump, polarity of the incoming 
data, and the type of code. The wide band bit synchronizer front panel (Figure 6) is very simi- 
lar, the only exception being that the bit rate itself is continuously variable, using the front 
panel switches, from 10 bits per second to | megabit. 


SYSTEM CONTROL PANEL 


Figure 7 is the system control panel. The top portion contains the major operating con- 
trots where format selection is controlled. 


The next section is the memory control, which selects and manually inputs data to the 
memory or selects whether data is going to be inputted from the computer manually or from 
paper tape. Parity errors are displayed on this panel. 
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Figure S5—Norrow band bit synchronizer, front panel. 
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Figure 6~Wide bond bit synchronizer, front panel. 


The next section of panel is a monitor display. There area 64-bit binary and two decimal 
displays. Any channel in any format may be selected for display on any one of the three de- 
vices located here by the channel address controls, which are associated with a unique 12-bit 
data tag associated with every word in the format by utilizing the memory. 
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Figure 7—PCM decommutotor control ponel, 


The lower portion is the synchronization panel, where threshold parameters for frame 
sync, subframe sync, and word sync are manually controllable. 


D/A CDNTROL PANEL 


Figure 6 is a drawing vi ine digital/‘analog (D/A) contaul patel which is Lucated in rack 4. 
It is used primarily for testing. The large switch on the left is one which will step through the 
127 D/A converters. During the self-test diagnostic routine, it will check automatically for 0 
and 100 percent of voltage for calibration of each D/A. Manual control of the digital voltmeter 
display is on this panel providing the monitoring of the voltage output of the D/A in the system. 
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Figure 8—D/A control panel. 


The capability of checking any power supply in the system or using the voltmeter for any ex- 
ternal input is available if desired. 


SELF-TEST CONTROL PANEL 


Figure 9 is the self-test control panel located behind the door in rack 1. It is utilized for 
self-checkingthe system. The system can be run in several diagnostic modes, utilizing the 
PCM simulator in a closed loop to check the output devices,and can run bit-error-rate curves 
on the signal conditioners, again using the simulator in a closed loop mode. The simulator con- 
tains a bit comparator which provides a direct reading of the bit- error rate of the signal 
conditioner. 


The core memory contains internal circuitry for self-check which will allow the input of 
the worst case pattern or its compliment (all I's, all 0's), and it will automatically step through 
this program. 


PCM STORED PROGRAM SIMULATOR 


Figure 10 is a simplified block diagram of the PCM Stored program Simulator. Stored 
program is perhaps a misnomer in this case, as we are actually procuring two simulators. A 
manual simulator anda stored program simulator are both contained in the same rack and 
share the same output perturbation circuitry, where noise, jitter, or baseline variation are 
added to simulate some tape-recorder characteristics. 
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Figure 9—Self-test control ponel. 
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Figure 10—Block diagram of PCM stored program simulator. 
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The stored programm simulator portion has all the characteristics of the decom with respect 
to core memory inputs. Data input to the memory can be manual, by computer, or by paper 
tape. Data are read from the memory core. Ten bits of every word in the memory contains 
output data. A 19 bit memory, 2,048 words, provides many unique words in the format, many 
more than could practically be obtained with a manual simulator. The simulator, like the decem, 
can contain up to tenformats. These can be controlled and selected at its front panel or re- 
motely tied into the computer in a closed loop mode for remote checking of a site. The output 
portion of the simulator allows the addition of noise, calibrated with reference to a particular 
bandwidth to the system for running bit error rate curves. It provides for the addition of jitter, 
again by known amounts, and baseline variation by known amounts to simulate the varieus 
characteristics encountered when utilizing telemetry receivers and recorders in a playback 
mode. 


SIMULATOR CONTROL PANEL 


Figure 11 is the control panel of the simulator. [t is quite similar to the system control 
panel of the decommutator. The first portion controls operational functions and data register. 
The next portion is utilized for blanking, which may be started anywhere in a serial bit stream 
and stopped at any other point, manually selectable. The remainder of the control panel is for 
Output data control such as adding noise, jitter, or baseline variation, The last portion of the 
bit comparator, where bit errors are obtained when the serial bit stream (from the simulator 
to an RF link, into a PCM signal conditioner, and out of the signal conditioner back into the 
simulator) is compared with the simulator output. Any bit error or incorrect decision made by 
the signal conditioner is indicated on this panel, which also contains the manual simulator 
controls. 


DECDMMUNICATION SYSTEM DISTRIBUTION 


Figure 12 is a block diagram of the deconimutation system distribution unit, which is the 
main interface box for all the PCM's and other network equipment. All the inputs from each 
PCM which are going to be utilized on Apollo connect into this unit. PCM outputs come into a 
main patch panel where any PCM may be arbitrarily selected, and in case ofa failure PCM 2 
can replace PCM 1 and be utilized by selecting the proper format and replacing this patch panel 
to output PCM 2 directly to all the outputs interfaced with PCM 1. 


The primary function of this unit is the handling of the event indications from the PCM, 
which are utilized to switch on the event indicator lights on the consoles. 


From the main patch panel the events are reuted to an individual patch panel for each con- 
sole and for the recorders. All 127 events from each PCM are connected to individual console 
patch panels in parallel. This panel provides the means for selecting any 108 of these events 
from each console. These 108 can come from one PCM or any mixture of 108 events from 
the three PCM's. 
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Figure 11—PCM stored program simulator controf ponel. 


MAIN PATCH PANEL 


Figure 13 is the main patch panel. On the left hand side are events coming in and going out 
from One, two, and three PCM's, 127 of them from each. On the right hand side are the analog 
functions coming in from the PCM’s. These can be patched on this panel to the aeromedical 
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Figure 12—Block diagrom of decommutation distribution system. 


console for biomedical functions, and to the aeromedical recorders. Also included on this 

panel are a few other functions which tie the PCM'’s into other systems on the site. There are 
outputs from the PCM analogs which are required for the exciter portion of the unified S-band. 
These are analog spacecraft parameters indicating the static phase error and automatic gain 
control (AGC) range of the spacecraft receiver. These are received by the ground station, 
decommutated, and converted to anatog form in the PCM station, then patched on this board 
from the PCM station back to the unified S-band exciter panel for utilization in obtaining up-link 
lock. This is not required, but it is utilized as an aid for obtaining up-link lock. PCM sync is 
also sent to the exciter with this analog to let the operator know when the data he is receiving 
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Figure 13—Moin patch panel. 


is valid. Also on this panel are the seven 
aeromedical-biomedical channels from the 
unified S-band. Sub-carrier discriminator 
outputs are brought to this panel as this unit 
will interface with the aeromedical consoles. 
There are two methods by which we can get 
aeromedical information. One is the unified 
S-band where it comes out of the sub- 
carrier demodulators, and the second is 
where it comes down on the PCM telemetry 
bit stream. 


EVENTS PATCHBOARD 


Figure 14 is the patchboard for the 
events. There are three sections here for 
inputting from the three PCM decommu- 
tators. A fourth section for the output of the 
events is divided into groups of 36 patches to 
correspond with the groups of 36 indicators 
on the consoles. 
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Figure 14—Events patch panel. 
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PATCHBOARD PCM SYSTEM 


Figure 15 is the existing patchboard PCM system located on the sites. The basic difference 
between the present and soon-to-be-obtained systems is that the acquisition parameters of this 
PCM and its distribution parameters must be manually patched up (using a patch board), How- 
ever, it does have the capability of containing four PCM formats which can either be selected 
focally or remotely. It has just about the same output capability, except that the D/A‘s and 
on/off events are limited to {00 rather than to 127. It is, of course, a large: system in physical 
Size than what is being purchased. 
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APOLLO NETWORK 
REMOTE SITE COMPUTER SYSTEMS 


by 
E. Wiltis 
Goddard Space Flight Center 


ABSTRACT 


A brief description of the 1218 remote site data processor currently being 
utilized on the Manned Space Flight Network (MSFN) is presented, including 
brief discussion of the systems configuration and the present capabilities in 
Gemini missions. New computer systems which arc to be installed on all of the 
Apollo sites arc also included. This covers the: 


a. 
b. 


INTROOUCTION 


UNIVAC MOD-642B compiter 
UNIVAC 1540 magnetic tape units 


. UNIVAC 1259 TTY adaptor 
. UNIVAC 2008/10 data transmission units 


UNIVAC model 1000CAM adapter and Greenwich mean time (GMT) buffer 
Motorola TP-4000 3000 word per minute line printer 
UNIVAC 1299 distribution switchload 


Console computer interface adapter. 


The data processing system selected for Apollo remote sites is being manufactured and 
assembled by the UNIVAC Military Systems Division located in St. Paul, Minnesota. The com- 
puter, the UNIVAC 642B, is designed to meet military specifications. There will be two identi- 
cal computing subsystems located on each of the remote sites for the Apollo network. These 
systems are identical in every respect with the exception of the mission requirements which 
will be assigned to them. One computer will process telemetry data, and the second will per- 
form command functions. 


642B MODIFIED COMPUTER 


The 642B modified computer shown in Figure 1 has the following characteristics: 


1, It is a general-purpose, medium-scale, s@lid- state, parallei, binary machine. 
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2. The main memory is magnetic core, ca- 
pable of being randomly accessed. 


3. Ithas overlap memory capability which 
can increase the execution speed of vari- 
ous programs. 


4. It has a 2.0 microsecond read-write cycle 
time and a 30-bit word length. 


5. There is a storage capacity of 32,768 
words, directly addressabie, half or full 
word operands which can be increased to 
131,072 words, directly addressable. 


6. Sixteen input and sixteen output channels 
are provided and all input/output transfers 
are under full buffer control. 


7. With these sixteen I/O channels there are 
eighty-one unique interrupts. 


Other features of the computer are: 


1 1. Channel priority can be determined by the 
software with very minor adjustments 


Figure 1—624B8 modified computer. 


made to the hardware. 


. Input/output (1/0) control, which is accomplished with ten basic instructions, pro- 


vides positive control over the I/O and a high degree of sophistication in programming. 


. The continuous data mode capability will allow for automatic reinitiation of previously 


established buffers under program control. The termination of the buffer is also pro- 
gram controlled. 


. Externally specified addressing features enable a data word to be stored or read from 


an address directly specified by an external device. 


. The externally specified indexing capability can be used to transfer data words indirectly 


specified by the external device. The external device specifies the address of the buffer 
control word for the particular transfer. 


Peripheral devices required to complete the computing System are: 


ee w 


. 1540 magnetic tape unit. 
. 1232 input/output console. 
. 2010 data transmission unit. 


. Console computer interface adapter. 
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5. High-speed buffer, translator, and 
printer. 


6. 1000 interface system adapter. 


7. 1259 TTY adapter. 


1540 MAGNETIC TAPE UNIT 


The 1540 magnetic tape unit shown in 
Figure 2 is designed to military specifica- 
tions. Significant features of the tape unit 
are: 


1. Air-cooling requirements will oper- 
ate at normal conditioned room tem- 
atures with no special ducting of the 
air. 


2. The tape transports are _ shock- 
mounted inside the cabinet. 


3. The tape transports will handle 1/2 
inch mylar tape. 


4. The maximum writing and reading 
operations are12Qinches per second. 
Rewind operations can be 240 inches 
per second. 


5. The recording densities are 200, 556 
or 800 frames per inch. Figure 2~1540 magnetic tape unit. 


6. The recorded tapes will be compatible from transport to transport within the sys- 
tem and with IBM 727, 7291], 729IV, and 729VI magnetic tape sets. 


7. Each set of magnetic tape units will have duplexing capability. Either magnetic tape 
system can communicate with either computer during operations. The same is true for 
each of the computers. 


UNIVAC 1232 INPUT/OUTPUT CONSOLE 


The UNIVAC 1232 input/output console is shown in Figure 3. This unit consists of the 
tape phote Clectric ieadies, which wili reau o-, 6-, i- or 8-level oiled, or dry paper and mylar 
tape at 30 inches per second or 300 characters per second. The tape punch can punch 5-, 6-, 
7-, or 8-level tape at the rate of 11 inches per second or 110 characters per second. The key- 
beard input/output capability is 10 characters per second, with 72 characters per line. 


184 E. WILLIS 


Figure 3--UNIVAC 1232 input/output console. 


UNIVAC 1259 TELETYPE ADAPTER AND 
MODIFIED ASR-28 SET 


Figure 4—UNIVAC teletype adopter an 
The UNIVAC 1259 teletype adapter and modified ASR-28 set. 


modified ASR-28 set shown in Figure 4, con- 
sists of: onc 


Page printer which will accept TTY codes 


2010 DATA 
TRANSMISSION DATA 


at a maximum rate of 10 characters per 


M1000 INTERFACE 
second. SYSTEM ADAPTER 


Type reperforator (A) 4 a 
' 4. |: 


Type reperforator (B) 


2610 DATA 


@LANK PANEL TRANSMISSION DATA 


Tape reader (transmitter/distributer) 


’ 
Keyboard 


Auxiliary line relay Figure 5--Periphero} communicotions system. 


Teletypewriter adapter (which provides the necessary interface between all 
the 1259 units and the 642B modified computer.) 


PERIPHERAL COMMUNICATIONS SYSTEM [Figure 5) 
Data Transmission Units 


The purpose of the data transmission unit (DTU) and the communication complex is to pro- 
vide cOmputer-controlled input and output communication between remote site communication 
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lines and the UNIVAC 642B computer. The DTU's are each designed to permit independent 
operation. The DTU is also designed to provide a 8- or {0-bit parallel transfer between the 
computer ‘and the DTU. The transfer rate of the data will be determined by the clock supplied 
from 205 modulator/demodulator. The DTU is capable of transferring serial data to the sub-~ 
set at speeds of 80,000 bits per second with only minor modifications consisting of adjustment 
of four delay cards. 


Contained in the same DTU cabinet is the UNIVAC Model 1000 interface system adapter. 
This adapter consists of a timing buffer which will receive parallel Greenwich mean time (GMT) 
from the station timing system and input GMT to eachof the two computers with one-second 
granularity. 


The second purpose of this adapter is to multiplex five computer address matrix keyboards 
located on the flight control consoles to one of the computer channels. 


Console/Computer Interface Adapter CCIA (Figure 6} 


This unit provides the means of communications between seven flight control display con- 
soles and both the telemetry and command computers. The CCIA consists of two identical 
sections, which are independent in ali respects, including their source of power. One section 
will service four consoles and the second section will service three consoles. At least three 
consoles will be completely operational in the event of a failure in any portion of the system. 


In Figure 7, it will be seen that each section of the CCIA consists of four major subsystems. 
First is the concentrator unit which sequentially inputs the position of all keyboard switch con- 
tacts into a 1218 computer. The 1218 com- 
puter has a four kilobit memory capacity and 
is programmed to detect actuation of any 
switch, establish communication with both 
the telemetry and command computers, and 


DISCRETE STORAGE 


to format and translate data directed from MULTIPLEXER 
these computers to thedistribution and stor- 

age unit. This distribution subsystem pro- MOTOROLA 
vides the signals for the keyboard button PRINTER 
indicators, the wall-mounted clocks, and the INTERFACE 
Gigital-to-analog converters. Analog voltages 
derived from the digital-to-analog converter 
unit drive eight channel pen recorders which 
are associated with four of the consoles. 


The buffer unit and a translator unit for 
six Motorola TP 4000 printer units shown in 
Figure 8. are nackaged in the CCEA unit but 
are nota part of it. The buffer and trans- 
lator serve as the interface between the six Figure 6~Console computer interface adapter. 
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Figure 7~Block diagram - console computer interface adapter. 


high-speed printers and boththe 
telemetry and command computers. 
Each printer wiit is small in size 
and is quiet, smokeless, odorless, 
and residue-free while operating at 
speeds up to 3000 words per minute. 
Its paper capacity is equivalent to 
30,000 lines of print with each line 
containing 72 characters (500 feet). 


heres 


The last item of equipment to 
be described (Figure 9) does not fall 
inthe category of peripheral devices, 
but it is a vital part of the system 
interconnection. This is the digital 
signal distribution switchboard, type 
SB-1299. A single switchboard may 
Figure 8—Motorolo TP400 printer set. contain 10 independent, manually 
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operated, 68-pole, 3-position switches. Each site requires 
two of these switchboards. 


APOLLO OATA PROCESSING SYSTEM OPERATION 


The Apollo data processing block diagram (Figure 10) 
shows the interconnection between the computing system 
and the other remote site systems. In the normal mode of 
operation one 642B computer will process data for display 
on the flight control consoles and format telemetry data for 
transmission to the Mission Control Center. The second 
642B computer will process, validate and store commands 
for transmission to the spacecraft. 


If either computer fails,a third program may be loaded 
into the remaining computer. This program will have the 
capability of processing data for both display and command. 
Atpresent it is anticipated that part of the display capability Figure 9—Digitol signol distribution 
may not be accommodated due to the size and speed limits switchboard, type SP-1299. 


642-8 COMPUTER 


ANALOG 
> RECORDER 
(4) 


HS 


| SHIP 
+> cP 
—_- 6428 
———— s/c 
1232 —p CLOCKS 


1/0 6) | q-p UP- DATAL | use 
CONSOLE BLIFFER 'SCO/UHF 
CCIA cmd 1299 
(DUAL @- PANEL | SwiITCH 
USB DUAL CHAN) (6) 
TIME GMT ee 


t 
(2) i MONITOR 
TTT" RCVR 
DRK 
he | | 


CRT 
—> MCVG me (12) 
2010 
4-3 DUPLEX . MO 
_oTu (4) 


DEM 
+ 

v 
MCC 


. ——-— COMMAND 
642-8 COMPUTER BLOW 


Figure 10—Apollo data processing system, block diagram. 
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of the computer. The limitations will be defined further after the computer program has been 
developed. In the failure mode, peripheral devices required for either command or display 
functions will be switched to the remaining computer manually at the 1299 switchboard. Units 
which will not require switching include the following: 


a. The I/O console 

b. The 1259 TTY adapter 

c. The GMT buffer 

d. The 1540 magnetic tape unit 


Each computer has these wiits connected directly to it. 


The 1/O consele will be utilized malnly for maintenance and check-out of the system. It is 
anticipated that the teletype input to the console will be utilized mainly as a backup to the high- 
speed input. The GMT buffer will input time to correlate up-link clock words and to time-tag 
telemetry data. The 1540 magnetic tape units will be utilized for storage of computer programs, 
background data, command loads, and tables for conversion of parameters to engineering units. 
A high-speed printer will be located in the computer room to provide a high-speed read-out to 
the computer technician. It is anticipated that he will be required to assist the flight control 
team in monitoring command loading and transmission. 


Figure 11 indicates the block diagram of sites which do not have flight control consoles. 
These sites will not contain either a CCLA, memory character vector generator, cathode ray 
tube (CRT) displays or consoles with associated keyboard, analog recorders and spacecraft 
clocks. One high-speed printer will be provided for Management and Operations personnel. 


Figure 12 indicates telemetry data flow. Data received from the pulse-code modulation 
(PCM) station will be processed by the telemetry computer and formatted for transfer to the 
MCVG. Data displayed on the CRT will be refreshed from the MCVG. Selection of data to be 
displayed on the CRT will be made from the data request keyboard (DRK). Parameters in the 
various display formats will be limit-sensed by the computer. Indications will be given on the 
DRK of formats which contain out-of-limit parameters. Analog functions from the telemetry 
data to be displayed on recorders associated with the systems consoles will be stripped from 
the telemetry data by the computer and routed to digital/analog (D/A) converters inthe CCIA. 
The D/A converters will be hard-wired to the recorders. Selection of one of six groups of 
parameters can be made by a switch on the recorder. 


The selection of a format by positioning the switch will generate instructions for the com- 
puter through the CCIA. The 642B computer will perform the selection or switching function 
of the analog parameters. Spacecraft clocks contained in the telemetry bit stream will be for- 
matted by the computer and transferred to the CCIA for driving in-line digital displays. Pro- 
vision has been made for transferring 16 additional off/on indications from the computer to the 
CCIA. These functions will be terminated on the decom system distribution unit and may be 
utilized similarly to off/on stores to the PCM. Data to be displayed on the high speed printer 
may be selected from the DRK. 


APOLLO NETWORK REMOTE SITE COMPUTER SYSTEMS 189 


642-8 COMPUTER 


1540 

MAG CAM CAM 
TAPE ADAPT | 
UNIT PRINTER 


UP- DATA USB 
BUFFER $CO/UHF 
1299 
SWITCH 
(2) 
A MONITOR 
RCVR | 


CONSOLE 


2010 | 
+ DUPLEX > MODEM 
| bTU (4) 


642-8 COMPUTER 


Figure |1|—B8lock diagrom of site without flight control console. 


A 5X5 CAM matrix will be located on each of the systems consoles. This panel will permit 
the flight controllers to communicate with the computer. A three-digit number plus mode indi- 
cations may be transferred to the computer from the CAM. The data format to be transferred 
to MSCC may be selected from the DRK. The data is then transferred to the DTU in either 
eight- or ten-bit bites, convertedfrom parallel to serial format and transmitted over the high 
speed modulator/demodulator. Telemetry summary messages from other sites or the control 
center may be input to the computer for storage through the teletype adapter. This data is then 
available for display on the CRT at the flight controllers command. 


Commands and command loads will be transmitted from mission control center (MCC) over 
high-speed lines to the 642B computer. The computer will perform error checking functions 
as the data is stored in the command computer. It will also be output to the 1540 magnetic tape 
uiiit ioxv storage. Indication tnat a command load nas been received wili be provided to the 
computer technicians and to the flight controllers on the high speed printer. 


Off/on stores indicating spacecraft equipment status will be strinned from the PCM format 
by the decom and loaded to the computer. This data will then be utilized to drive the command 
panel displays through the CCIA. Switch selections of the command pane} will be converted to 
computer instruction by the CCIA. The command panel will contain modulator selection 
switches, load and clock selections, and real time command switches. Sixteen miscellaneous 
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Figure 12—Telemetry doto flow. 


off/on functions have been provided at the CCIA. These off/on stores will be utilized to provide 
miscellaneous outputs from the command computer. 


When the command transmission is desired by the flight controller, he will depress the 
assocated switch on the command panel. The selection transferred to the computer will cause 
the selected data to be transferred to the up-data buffer and consequently, up-link to the space- 
craft via either the Unified S-Band (USB) or UHF transmitter. 


Two command validation loops are available. One loop samples the transmitted command 
throughout the monitor receiver for comparison in the computer. The other validation loop 
consists of message acceptance pulse data received from the spacecraft through the PCM sys- 
tem. Diagnostic routine may be utilized in real time by the computer to check the status of 
the command-transmitting system and the ground validation loops even during times of no com- 
mand transmission. This greatly increases the level of confidence in the equipment in that the 
malfunctions will be discovered very rapidly. 


Results of the diagnostic routines may be recorded on the high-speed printer. Summary 
data, acknowledgment of valid data receipt, or a request for the data retransmission may be 
transmitted to the control center on the high-speed lines. This message could also be trans- 
mitted to the control center over the teletype adapter. This method as anticipated will be 
utilized strictly for backup and fer simulations. 
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ABSTRACT 


The presentation explains the purpose of the command system, the com- 
mand word structure, the on-site cquipment configuration, and the operational 
capabilities of the command system. The purpose of the command system is 
expluined utilizing typical commands employed during a mission. Different 
Apoilo/Saturn command types arc also itemized for each vehicle. An explana- 
tion of the command word structure demonstrates how cach vehicle and vehicle 
system is addressed and updated. This explanation will also include the pur- 
pose and use of the sub-bit codes and crror codes uscd in the Apollo command 
system. Diagrams are utilized to present the on-site cquipment configurations 
and how they participate in the command systcm. The discussion will include 
ihe function, associated capability, and purpose of each unit inthe system. The 
operntioncu capxabilities and procedures will also be presented. In conclusion, 
the presentation will discuss a typical data transmission from its origin at the 
control center to the trnnsmission at the remote site. 


INTRODUCTION 


The purpose of the Apollo digital command system (DCS) is to provide a means for com- 
municating with and controlling the spacecraft's equipment from the ground. Some commands 
are identified before the launch; others are developed by the computing complex at the Mission 
Control Center (MCC) in Houston during the mission. 


The commands identified before the mission are the type that are to be executed at selected 
intervals during the mission. One of these commands may be sent several times from one or 
more ground stations. For example, a command requesting a tape playback of spacecraft re- 
corded data may be sent by all stations once or twice during a mission. 


Other commands developed during the mission by the MCC computers would ordinarily be 
sent only once by one station, However, if the transmission were not successfully accomplished 
by the selected station, it would be retransmitted hy another station Inter during the mission. 
An example would be the correct time for the spacecraft computer. The time of the spacecraft 
computer is telemetered to the ground stations. If this parameter does not agree with the in- 
dicated ground time, a command will be sent to the svac.ec:raft computer that will update the 


timing system with the correct time. 
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COMMAND WORD STRUCTURE 


General Purpose 


The command word is configured so that each command wili only be accepted by the selected 
spacecraft if it has the correct vehicle address, systems address, bit structure, and word length. 
The vehicle address requirement is obvious. The system address is required to differentiate 
between the RTC, AGC, and CTE systems aboard the vehicle. The bit structure employs sub- 
bit coding for security measures. 


The philosophy for secure up-data transmission is to insure that the command word will be 
rejected by the spacecraft if it is not the exact command word transmitted. Measures have been 
taken in all phases of the up-data transmission system to insure that the chances of the space- 
craft accepting an invalid command is 1 x 10°%. In the ground-to-air link each information bit 
is encoded into five sub-bits to insure the nonvalid command rejection ratios. 


Bit Arrangement (see Figure 1) 


$-W@ B/IU SPC AND RTC is 
; : < 35 BITS 
The general bit arrangement is as fol- 
: : : me R 
lows: Bits 1-3, vehicle address identifica- <—__—_ M/E CEO TesT____y 
tion; bits 4-6, system address identification; CSM/ LEM GNC 


bits 7-remainder, system instructions. Each 22 BITS 


information bit in the transmission is en- ene mre 
coded into five sub-bits to insure spacecraft 
rejection of nonvalid words. The sub-bits 
are transmitted at a 1 kilocycle rate. Ad-~ 
ditional precaution is taken by encoding the 


a OC OOMEOOOO DOZcO 


vehicle address bits with a different code ®IS "cone Svctem ADORESS AND 
than the remainder of the information bits. DATA CODE IS THE SAME 
Normally, the sub-bit code for a 2€70 is the 
complement of the sub-bit code for a avze. 
Also, the CSM, LEM, andS-IV-B plan to use 
the same sub-bit codes. Either of these parameters, codes for sub-bits ONES/ZEROS being 
complementary or sub-bit codes for all space vehicies, could be different. 


Figure ]—Apollo/Soturn commond structure. 


Tables 1, 2, 3, and 4 describe the bit structure of the varous commands. 


In Table 1, data is MSB first - Each RTC is unique, Maximum number of RTC is 26 = 64. 


Table 1 
In Table 2, data is MSB first. The five bit data 


words represent the following 18 symbols: verb, CSM/LEM Real Time: Commands (RTC). 


Identification 


Vehicle Address 
System Address 
RTC Instruction 


noun, key release, error reset, enter, clear, plus, 
minus, 0, 1, 2, 3, 4,5, 6, 7, 8, and 9. Symbols are 
transmitted in unique sequences to form computer ae 


up-dates, 
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Every effort is made to insure that the commands generated at the Mission Control Center 
are transmitted safely to the remote site and from the remote site to the spacecraft. Redundant 
data circuits are employed between the Mission Control Center and the remote site to insure 
that the command reaches the site. Backup requirement is utilized at the remote site where- 
ever possible. Also alternate data paths are used within some of the remote site equipment. 


We must not only have the facilities for transmitting commands, but must also insure that 
only valid commands are transmitted. Various means are used throughout the system to insure 
that the chances of transmitting a nonvalid command are 1 x 107°. 


Specific Types of Commands 


The Command Service Module (CSM) and the Lunar Excursion Module (LEM) will use the 
same command format for similar commands. The S-IV-B will use similar formats but the 
word length is different from the CSM/LEM commands. 


CSM/LEM Real Time Commands 


The real time commands (RTC) are commands that are known and identified before the 
launch. These commands are the on/off variety that are used to control the spacecraft sys- 
tems, For example, dump tape recorder playback, ON or OFF, C-band radar beacon, ON or 
OFF; telemetry mode select, ONE or TWO. 


CSM/LEM, Apollo Guidance Navigational Computer 


The Apollo guidance navigational computer (GNC} commands will provide updated informa- 
tion to the spacecraft computer. This will enable the spacecraft computer program to be up- 
dated or varied que to the new information developed during the mission. 


CSM/LEM Central Timing Equipment 


The central timing equipment (CTE) will receive correct timing data wherever there are 
indications that the spacecraft timing system is not accurate. 


S-IV-B Rea! Time Commands 

The S-IV-B real time commands have not been ideiiified at this time but they will per- 
form the same on/off functions as the CSM/LEM RTC if implemented. 

S-IV-B Comouter-Stored PFiogram Commands 


The S-IV-B computer-stored program commands (SPC) will incorporate timing and com- 
puter instructions. These commands will perform the same function as the CSM/LEM, 
GNC, and CTE commands described earlier. 
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Table 2 


CSM/LEM Apollo Guidance Navigational 
Camputer (GNC). 


CSM/LEM Central Timing Equipment (CTE) 


Table 3 


Bits Identification 
Bits Identification 
1-3 Vehicle Adcdvess 
123 Vehicle Add ress 4:6 System Address 
4-8 System Address une Stepnds 
7 Panite 13-18 Minutes 
4 
> e 
K-12 Smpol 19-24 Yours 
, ; ‘ 25-35 Divs 
13-17 Symbol Cemplement in a : ‘ 
1K-22 Symbol Repeat 
1 
Tables 4 


In Table 3, data is LSB first. Bits 24 
and 30 are zero fillers since five bits are 
sufficient to specify 24 hours or 31 days. 


S-IV-R Computor-Store Program Command 


(SPC). 


Bits identilication 
In Table 4. one 35 bit transmission con- 2 
{-33 Vehicle Address 
stitutes one syllable. Each set of four syl- 426 Svatem -\Wdress 
lables is followed by an execute command. t=-10 Message Control Intoumalion 
oe Mick: : 1] scoder Address 
The execute command is initiated following i Decode! epee . : 
1 Message Control Information 
spacecraft verification of the four syllables. In-t4 Upedata 
15-1 Decoder -Acddresss 
‘ W244 Up-dita 
Error Coding 23 Decudter Address 
26-28 Up-drta 
The previous command word descrip- 29-30 Toyo Bit 
3) -2D Decoder Address 


tions have pertained to the transmission of 


data frem the remote sites to the spacecraft. 
The communication link between the computing complex at Houston, where the commands 
are generated. must also be protected to maintain the nonvalid command rejection ratio of 


YQ» 107°. 
Proposed Code 


The Base-Chaudhuri* code has leen proposed as a means for obtaining the required error 
detection capabilities. Since many factors of the missions and the computer programs are not 
completely defined at this time, this proposal may vary before actual implementation. However, 
the final product will probably be very similar to the proposed system. 


The Base-Chaudhuri code has the following characteristics: 


1. Probability of an undetected error may be stated essentially independent of transmission 
line error statistics. 


2. Detects all burst errors equal to or lessthan »_ & in length. 


“Hines. \M.. Command Parmat for che High-Speed Data Link, Philco/MSC. 
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3. Probability that an error goes undetected when the burst length equals n-k +‘ 1 is: 


= -(n-k+t1 
P, gr(avk+1) 


4. Probability that an error goes undetected when the burst length is greater than n~-kis: 


P, = g-(nrk) 


where n = total number of bits per word, and k = number of information bits per word. 


For a Base-Chaudhuri code where n = 57 
k = 30, 


P, = 1.49x 1078 
P, = 7.7x 107? 


The parameters selected in the example are compatible with the equipment characteristics 
and insure the desired error detection capability. 


Proposed Operation of the Command System 
It has been proposed to operate the command system in three modes: 


Mode 1. Used at sites with flight controllers. The command is generated at Houston, 
transmitted to the site, validated and stored in the command data processor. At 
the selected time, a flight controller at the remote site selects the command for 
transmission and the command is sent to the spacecraft. 


Mode 2. Used at sites without flight controllers. The command is generated at Houston, 
transmitted to the site, validated, and stored in the command data processor. At 
the selected time, a flight controller at Houston sends an execute command to the 
remote site and the command is then sent to the spacecraft. 


Mode 3. Also used at sites without flight controllers. The command is generated at Houston, 
transmitted to the remote site, and immediately sent to spacecraft if it is validated 
by the cornmana data processor. 


GENERATION AND TRANSMISSION OF A CSM/GNC COMMAND (see Figure 2] 


The computing centers at Houston will be receiving telemetry and tracking data from all 
the remote sites. This data will be monitored to determine if any command action is necessary. 
If the spacecraft is to change orbits by ground command and the spacecraft computer needs new 
instructions, the necessary data will be generated by the mission computers. Error coding 
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Figure 2—Apollo digital command system, 
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detection bits will be added to the format and the data will be transmitted to the appropriate 
site at 2400, 1200 or 600 bits per second. The data processor is also capable of receiving and 
transmitting over teletype circuits. Should the high speed circuits or equipment become unus- 
able, the teletype circuits will be used. 


Command data will be transmitted to the remote sites in data blocks. Each data block will 
consist of sub-blocks. The number of sub-blocks per block wilt vary with each transmission: 
however, each sub-block will contain the same number of bits. 57. (Three extra bits may be 
used for data synchronization which would make each sub-block 60-bits long since multiples of 
30 would easily adapt to the remote site equipment). 


The first sub-block of each load would be an introductory sub-block. This sub-block would 
contain bits as shown in Table 5. 


The remaining sub-blocks of each load will vary with the type of data being transmitted: 
however, each sub-block will aiways contain 27 bits for error protection. 


MCC-H Remote Site Validation 


The data transmission is received at the remote site via the high speed data circuits. The 
command data processor accepts the data for validation if it has the correct site address. The 
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Table 5 


Introductory Sub-Plock,. 


| Number of Bits Iclentification 


a 


a) Statiost Addvess (capable of addressing 32 stations) 

3 Sub- Block ID (capable of identifying 8 modes) 

3 Vehicle Ackiross (capable of identfving s vehicles: 

3 Syston A ross (capable of acldressing 8 stutiaas) 

x Sub- Block Count ddentitics number of sub-blociks per 


block: capable of 2.1} 


s Execute JD (may be used addressing Commands stored 
at the remote site or mav contain date) 


ww 
=I 


Exrov Protection 


processor then performs the following checks to determine if the command is 
valid: 


1. Checks the error coding, 
2. Checks the vehicle and systems address, 


3. Checks the command word structure. 


If the command is validated, it is then tagged and stored in the processor's memory and 
printed out on the high speed printers near the consoles. If the command is not validated. a 
retransmission is automatically requested by the data processor. The data are then transfer- 
red to the magnetic tape unit for storage. Both the telemetry data processor and the command 
data processor have access to the magnetic tape unit. If the command data processor experi- 
ences a failure, the commands will be transferred from the tape unit to the telemetry data 
processor. The telemetry data processor will then be programmed to perform the critical 
functions of command and telemetry data processing. 


Flight Control Console 


The flight control consoles contain the pushbutton command niatrix for initiating commands 
and indicators for displaying events associated with the commands. Each of the four systems 
consoles and the capsule communicator console has the capability of transmitting 36 real time 
commands. a clock command, and a comnuter Inad 


Each console can be used for initiating commands to any vehicle by interchanging the mask 
overlays. The mask overlay has the proper coding to identify itself as the CSM system number 
1 console or any of the other systems consoles. 


When the flight controllers decide to execute the command, the capsule communicator will 
determine that the transmit system, UHF or S-band is in the proper configuration to transmit 
the command. He will be able to determine the status of the system by observing the status 
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indicators on his console, i.e., RF power, ON, S-band No. 1, and up-data mode selecied. If the 
command is to be transmitted by the CSM systems controller, the capsule communicator will 
permit this console to have access to the command system. The CSM Systems controller will 
then press the CSM/GNC transmit control. The command request is sensed by the console 
computer interface adaptor, coded properly for computer use and transferred to the command 
data processor. 


Console Computer Interface Adapters 


The console computer interface adapter (CCIA) interfaces the consoles with the computers. 
The primary function of this equipment is to receive command data from the consoles, identify 
the originator, format the request in computer language and present the data to the computer: 
and receive status information from the computer about the various events displayed on the 
consoles and update the display as new data is received. 


The CCIA is configured in two separate data channels. This is to prevent the command sys- 
tem from being incapacitated by a partial failure. Ifa failure occurred in part of the system, 
the second channel could support half the consoles. Masks would be interchanged among the 
consoles to allow the highest priority console to have access to the computer. 


Data Processor 


The command data processor calls the CSM/GNC load from memory. The processor also 
adds the redundant complementary bits, the symbol repeat bits, and the parity bit. The system 
control bits for arranging the UHF or S-band equipment are also generated by the data proces- 
sor. The data bits are then sub-bit encoded in the proper sub-bit code and transferred to the 
up-data buffer in 30-bit parallel transfers. Twenty-five bits of each transfer are data and five 
are control bits. 


tip-Data Buffer 


The up-data bulfer interfaces the command data processor with the RF transmitters. The 
up-data buffer receives the 30-bit parallel transfer of data from the data processor and sepa- 
rates the control data from the information data. The control bits are proce’sscd to control the 
systcm as instructed by the computer. 


The twenty-five information bits are serialized and transmitted at a 1 kilocycle rate. Each 
bit controls a 2 kilocycle phase shift keyed (PSK) oscillator that is shifted 180 degrees by a 
change of state froma ore or a zero, The output of the 2 kilocycle oscillator is added with a 
coherent 1-kilocycle signal thit is transmitted for synchronization purposes. A ove is defined as 
a composite sipnal where the 1 kilocycle and 2 kilocycle signals are voing positive at the zero 
crossover point. The PSK demodulators are designed to recover the digital data from the 
compusite PSK signal for computer verification. 


The control data are transformed to relay closures to provide the data trinsmission path 
that the computer has requested. Some of the control circuits are within the buffer ind some 
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are external circuits. The buffer has a dual-data path for redundancy purposes, Some of the 
control bits select the correct data path when an error is detected in the ground verification 
loop. 


There are two UHF transmitters employed in the system and one or two subcarrier oscil- 
lators of the unified S-band (USB) equipment. The buffer will have the capahility for transmit- 
ting through either system sequentially. Normally, the S-IV~-B will utilize the UHF transmitters 
and the CSM or LEM will utilize the USB equipment. Therefore. the buffer must select the 
UHF transmitters when processing a S-IV-B command and the S-band subcarrier oscillator 
subsystem (SCO) when processing a CSM or LEM command. Associated with each UHF trans- 
mitter and each SCO is a verification receiver for monitoring the effectiveness of the ground 
command equipment. The verification receivers are connected to PSK demodulators within the 
buffer where the composite 1 kilocycie and 2 kilocycle signal is converted back to a digital 
signal. The control and status bits necessary to coordinate the UHF operation are diagrammed 
in Table 6. 


Table 6 
Control and Status Bits for CHP Mode. 


Cont rot Status 


Bit From Computer to Up-Data Rutter From Buffer to Computer’ 
BIST 2010) ) ee | 
One ZEVO One Vzel we) 
26 CUI? Mode USB Mode UHI Mode: CSB Mode 
cary GENE el Piel CUR FL OK DHE «lL On | UhF 21 Off 
2S CUE 82 PP seil CHI #2 OK UHF #2 On UUF °2 O1F 
2y Demodulator Reverse Deomodulitor ‘Sormial Prime =) i Prime: #2 
30 Modulator Rovcrse Moculitov ermal RF Power On i RE Power Off 


The control bits are identified on one side of the chart and the status bits on the other. The 
contro} bits will be explained first. 


Bit 26 - A ove selects the UHF equipment fer transmission to the S-IV-B, a zero selects 
the USB equipment for transmission to the CSM or LEM. 


Note: Assuming that Bit 26 is oe, the following is applicable; 


Bit 27 - A one indicated that the number 1 UHF transmitter should be shut down (fail) be- 
cause of a nonvalid transmission. A zero indicates the equipment is operating 
satisfactorily, 


Bit 28 - Similar to bit 27. 


Bit 29 - A one indicates that the PSK demodulators should be reversed because an error 
has been detected in the ground verification loop. A zero indicates that the normal 
(#1 demodulator to #1 verification receiver) is desired. 
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Bit 30 - A one indicates that the PSK modulators should be reversed because an error has 
been detected in the ground verification loop. A zevo indicates that the normal 
(#1 to #1) configuration is desired. 


The philosophy for switching units after an error is detected is: The PSK demodulators in 
the verification loop will be switched first. The PSK modulator will be switched next if an 
error is stillpresent. If an error is still sensed after these two switches, the external trans- 
mitting equipment will be requested to switch. The status bits are explaincd as follows: 


Bit 26 - A ove indicates that the buffer is supplying data to the UHF equipment. A zero bit 
indicates that the up-data is going to the USB equipment. 


Note: Assuming that bit 26 is a one, the following is applicable: 


Bit 27 - A ove indicates that the UHF number 1 is on and working properly. A Zero indi- 
cates that the UHF number 1 is off. 


Bit 28 - Similar to bit 27. 


Bit 29 - A ove indicates that the number 1 UHF equipment has been designed as the prime 
equipment. The prime equipment will provide the RF signal to the antenna while 
it is working properly. A zero indicates that the number 2 UHF equipment has 
been designated as the prime equipment. 


Bit 30 - Aone indicates that the RF power is on. This means that the RF power has been 
sampied at the input to the antenna and is at a sufficient tevel. A 2ero indicates 


that the RF power is off. 


Status signals for bits 27-30 are provided tu the buffer from external equipment. The buf- 
fer develops the status for bit 26 internally. The information is then transferred to the com- 
puter for evaluation of the ground transmitting equipment. 


If control bit 26 was a eevo instead of a one, the USB equipment would be selected as the 
transmitting equipment (see Table 7}. 
Tatble 7 


Control and Status Bits for USB Mode, 


; Contval Stihees 
Ri 
Nuaber From Computer to Up-Dati Butler From Buller to Computer 
One ZCTO One ZEVo 

26 VHE Mode USB Made UHI Mode USE Male 

ari Veritlioution Receiver Verification Receiver | S-Pand «1 On $S-PRand #1 Or 
1 Select =) or 

as Vorificeation Reoeciver Verilteation Receiver | $-Band #2 On S-Roand 92 Of 
eH? Select 22 Off 

zu Demodukivor Revorse Denrodttbrtar Normal | SCQ 2) Up-Data Mode sCO «1 OW 

ate Modulator Reverse Modulator Noreval SCO 22 Up-Dati Mode | SCO «2 on 
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Control Bit 27 No. 1 verification receiver has been selected for verification of the data 
transmission. A zero means No. 1 verification receiver is not selected. 


Control Bit 28 Similar to Bit 27 


Control Bit 29. Aone requests the PSK demedulators te reverse their normal configura- 
tion. A zero requests the demodulators to maintain their normal 
configuration. 


Control Bit 30 Similar to Bit 29. Causes PSK modulators to reverse their normal 
configuration. 


Status Bit 26 This bit has the same meaning as explained when the buffer was con- 
figured for UHF transmissions, 


Status Bit 27 A ore indicates that the number 1 SCO of the S-band equipment is on and 
Operating properly. A zero indicates that the number ! SCO is off or 
not operating properly. 


Status Bit 28 Similar to Bit 27. Indicates status of SCO No, 2. 


Status Bit 29 A one indicates that SCOno. lis capable of modulating the exciter. A 
zero indicates that the mode select switch is not in one of the up-data 
modes. 


Status Bit 30 Similar to Bit 29. Indicates whether SCO No. 2 is selected for update 
transmissions. 


The control bits originate in the computer and are processed by the buffer to configure the 
transmit loop to satisfy the up-data requirements for each up-data transmission. The informa- 
tion data transmitted by the RF system and monitored by the verification receivers is returned 
to the computer with the status bits after each up-data transmission. Therefore the computer 
is able to check that the data has been transmitted validly via the desired RF path. 


S-Band Up-Data Transmissions 


The S-band system is capable of transmitting up-data in four of its eight transmit modes, 
modes C, E, F, and G. The mode select switch is designed to inform the command system if 
it is in one of the up-data modes. 


Wien the up-data mode is seiected, the composite PSK signal frequency moduiates at 70 
kilocycle oscillator. The 70 kilocycle signal then phase modulates the S- band exciter which 
drives the S-band power amplifier. The S-band signal is sampled at the output of the power 
amplifier Uy 4 veailication receiver, The veciiication ceceiver demoudulates the S-band and 
70 kilocycle signal to obtain the composite 1 kilocycle and 2 kilocycle signal. This signal is 
returned to the up-data buffer and to the up-data processor for ground verification. 
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UHF Up-Data Transmissions 


The UHF transmitting system is operated for command purposes only. The system is 
composed of two UHF exciters, two power amplifiers, two antennas, and two verification re- 
ceivers. This equipment is now being used in the Gemini Program and will be adapted to the 
Apollo program without any significant changes. 


The UHF transmitting system employs both transmitters, power amplifiers, and verifica- 
tion receivers simultaneously. One transmitter-power amplifier is connected to an antenna 
and radiates power continuously, The second transmitter-power amplifier is also run at full 
power, but it isterminated in a dummy load. This arrangementprovides a hot standby unit that 
is also monitored continuously for proper operation, 


UHF Transmitters and Power Amplifiers 


The UHF transmitters at the launch sites and at the Gemini sites is the AN/FRW-2 equip- 
ment. The UHF equipment aboard the new Apollo ships is not of this variety but has similar 
characteristics, such as: 


Type of modulation: FM 
Frequency, adjustable: 406 - 549 megacycles 
Power output: 500 watts 


The power amplifiers are the Collins Model 240-D at the launch areas and existing Gemini 


sites. The new Apollo ships will have similar power amplifiers, each capable of 10- kilowatt 
output. 


The UHF verification receivers are compatible with the characteristics of the UHF trans- 
mitters. The receiver is housed in the transmitter's cabinet and monitors the transmitter's 
output. The PSK is obtained from the UHF transmissions and returned to the up-data buffer 
for command validation. 


VHF Command Antennas 


There are two UHF commaiid antennas associated with each UHF system. The antenna 
characteristics are: 


Type: 9-Turn Quad Helix 
Polarization: Left hand 

Gain: Approximately 18db 
Beam width: Approximately 20 degrees 


Remote Sites Without Flight Controllers 


Many of the Apollo sites will not have flight controllers. Therefore, there will not be any 
systems consoles or CCIA at these sites. The command system at these Sites will be remotely 
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controlled from the MCC at Houston. The command system at flight controller sites wil} be 
operated in mode 1. The command system at nonflight controller sites will be operated in 
modes 2 or 3. However, once the computer receives a command execute signal, the command 
transmission proceeds the Same at all sites. 


Transmit Validation 


A message acceptance pulse (MAP) is telemetered from the spacecraft to the ground sta- 
tion when the spacecraft receives and validates an up-data transmission. If a command word 
is not validated by a MAP, the word is retransmitted a preselected number of times before 
alarming the flight controllers that a valid transmission can not be obtained. The valid or 
nonvalid indication is displayed on the consoles via the CCIA. 


The command history of the up-data transmissions is printed out on the high speed printers 
for evaluation by the flight controllers. This printout will include the up-data transmission, 
the time of the transmission, and an indication that the command was or was not received. The 
command history may also be returned to Houston to complete the command-transmit verifi- 
cation loop. 
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APOLLO REMOTE SITE DISPLAY SYSTEM 


by 
G. N. Georgeadis 
Goddard Space Flight Center 


ABSTRACT 


A deseription of the display system which will be used to monitor and cen- 
trol the spacecrafts during the many phases ef Project Apollo is presented. The 
Operation and output capability of the system is discussed together with equip- 
ment located in the Apollollight eperutions room such as the fast access file and 
display system, sileneed teletypewriters, and the group display is also discussed 
briefly. 


INTROOUCTION 


Since the pulse-code modulation (PCM) systems, the data processing systems, and the 
digital command systems have been described in previous papers, the writer will now de- 
scribe the system which provides the direct interface between these systems and the flight 
controllers, the Apollo display system. 


The display system for the Apollo program as shown in Figure 1 will consist of one aero- 
medical monitor console, four spacecraft systems consoles, one command communicator 
console, one memory-character generator, one maintenance monitor, one maintenance and 
operations console and, for shipboard installations only, one flight dynamics officer's console. 
The memory-character generator, which 3s the heart of the display system, is described in 
detail in the following discussions. Note that the previously described systems have their 
inputs fed directly into the consoles. 


DUTIES OF CONSOLE OPERATORS 


In order to better appreciate the display system design, a definition of the duties of each 
console operator is inorder. Their duties are: 


1. The Command Conununicalsr is uve flipii cuniroi team leader and maintains cognizance 
over the more general mission-oriented events and activities. He maintains control 
over communications and command function and has access to all spacecraft param- 


eters to ohtain an indication of overall miis5S5iGii aud spacecratt status. 


2. The Spacecraft Systems Monitor performs detailed spacecraft systems monitoring and 
analysis for the purpose of detecting malfunctions and assisting the astronauts in 
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Figure 1—Display system for Apolla program. 


maintaining spacecraft system integrity. Each systems monitor has access to those 
displays and commands contained within the jurisdiction of his designated responsibility. 


3. The aero-medical monitor console is a two-operator position console. The aero-medical 
monitors perform a medical surveillance of the physiological and environmental! status 
of the astronauts. For this purpose, they have access to special displays and a selec- 
tion of telemetered parameters. 


4. The Maintenance and Operation Supervisor exercises control over station maintenance 
and operations personnel during the missions. He has access to all intersite and 
intrasite communications circuits available during the mission. 


5. The Flight Dynamics Officer monitors the spacecraft injection or insertion trajectory 
characteristics for sufficiency or abnormality and can assist in the execution of an 
abort maneuver if necessary. 
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RELATION OF DISPLAY SYSTEM TO OTHER EQUIPMENT ON SITE 


Figure 2 gives an idea of where and how the display system fits in with the other equip- 
ment on site. The console/computer interface adapter provides command and display request 
capability to the consoles and also provides the necessary outputs to drive six high speed 
printers, four analog recorders, and six spacecraft clocks located on the wall-mounted group 
display. The group display will provide spacecraft and ground-generated times in addition to 
station equipment status information to ail the personnel in the Apollo flight operations room. 
The ground-generated clocks are driven from the Apollo time distribution frame. The station 
equipment status inputs will come from each particular system to be monitored. The decom- 
mutation systems distribution unit (DSDU) provides inputs from the PCM stations. The two 
blocks labeled FAF #1 and FAF #2 are two fast access file and display system projectors con- 
taining predetermined information such as flight plans and procedures. These devices will be 
independently controlled slide projectors that allow random access of 500 slides each to be 
displayed upon request. One FAF will serve two systems console operators and the command 
communicator, and the other will serve the ether two systems console operators and the com- 
mand communicator. All consoles will have an intercom panel with local, range, and space- 
craft communications. 
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Figure 2—Apolio display and interface external signol cabling diagram. 
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APOLLO FLIGHT OPERATIONS ROOM LAYOUT 


Figure 3 shows a typical Apollo flight operations room layout for a remote site ground in- 
stallation. It should be noted that all the consoles face directly forward in order to view the 
group display and two rear-projection screens. The group display contains spacecraft and 
ground-generated clocks plus the station equipment status displays. The two rear-projection 
screens are part of the fast access file and display system. It should also be noted that all the 
systems consoles and their associated recorders are located in the front row. The high speed 
printers which provide the hard-copy print-outs from the computer are located in front of the 
systems console recorders and one between the command communicator console and the 
aeromedical console. The teletype RO's are located, one at each end of the front row, and 
one between the command communicator console and the aeromedical console. These units 
are Teletype Model 28 ROs which have been mounted in an enclosure which has been de- 
signed by Bendix- Pacific to silence the units and to be accessible and visible to the sealed 
operator. 
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Figure 3—Apollo flight operotions room loyout. 
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COMPONENTS OF ALPHA NUMERIC DISPLAY SYSTEM 


The Raytheon Company is the prime contractor for the Apollo Display System. This dis-~- 
play system consists mainly of an alpha numeric type display system. The alpha numeric 
system is made up of eleven cathode ray tube display modules (or twelve in the case of ship- 
board installations) not including the display module in the maintenance monitor; a maintenance 
monitor; and a memory character generator. 


CRT Display Modules 


The CRT display modules are identical and interchangeable in the Apollo display system. 
A block diagram of this display module is shown in Figure 4. Each module contains a 17-inch 
rectangular CRT which uses a combination of electrostatic and electromagnetic deflection for 
displaying tabular data in a format of 36 lines with 72 characters in each line, in an area of at 
least 100 square inches. Electrostatic deflection will be used for character writing and 
electromagnetic deflection will be used for positioning and vector writing. In addition to the 
CRT, the display module includes the deflection circuits, power supplies, and controls. The 
two power supplies associated with each CRT display module, one low-voltage and the other 
high-voltage, are housed in separate containers and are removable from the rear of the con- 
sole. For personnel safety, a safety glass is provided with anti-reflective coating and a tin 
oxide coating for RFT suppression. 


Maintenance Monitor 


The maintenance monitor unit will consist of a dolly, with locking wheels arranged for 
easy maneuverability, and a CRT display module which is electrically and mechanically iden- 
tical to the other CRT display modules. In addition to the controls in the display module, the 
maintenance monitor is equipped with a channel selector switch which will permit the moni- 
toring of any of the displays located in the system for maintenance purposes. 


Memory Character Generator 


The memory-character generator (MCG) consists of three independent logic and memory 
modules, two character/vector generators and independent power supplies for these. Each 
channel will be located in its own cabinet as shown in Figure 1 and may be independently 
selected by the computer for data transfers to the MCG. A single modified 642-B computer 
fast iiterface vulpul Chanel COmMECtS the CONiwuter to the MCG Sy mcans ofa single cable. 
The computer will enable the desired channel, through the use of an external function word 
which specifies the particular channel, to be addressed. Once a particular MCG channel is 


wahiaad 
Shabled, the Computer will not enable another MCC channel until it has disabled the one selected. 


If the selected channel is in its display refresh mode, it will compute the refresh cycle. At the 
end of the refresh cycle, the MCG channel selected will send a data request to the computer 
and accept input data. The transmission of an end-of- message command word on the end of a 
MCG channel data block will disable that MCG channel. A new external function may then be 
sent. 
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Memory Module 


A memory channel block diagram is shown in Figure 5. Each MCG channel contains one 
4096, 18-bit core memory with a 4-microsecond cycle time. This memory is logically divided 
into two memory sections of 4096 9-bit words. A memory section is further divided into two 
subsections under program control. Each memory subsection of an MCG channel contains the 
information necessary to drive a single CRT display. Therefore, the memory in each channel 
has the capability of storing information for four CRT display presentations since there are 
four subsections of memory. Since there are three MCG channels, the system is capable of 
operating with twelve CRT displays. 


The primary function of the core memory in each MCG channel is to store the input data 
and refresh the four displays associated with that particular MCG channel memory at a flicker- 
free rate. The memory is also addressable ina random access mode through the use of certain 
command words. Whenthe memory is receiving data from the computer, it is not refreshing 
the CRT displays. This means that the frequency of the updating of the data stored in the 
memory and the amount of data transferred from the computer to the MCG should be kept to a 
minimum since the CRT display may become dim or an objectionable flicker may occur at the 
face of the CRT. 


Character/Vector Generator 


Each memory section provides information to a character/vector generator which in turn 
drives two CRT displays. The character generator which is shown in Figure 6 will receive 
6-bit codes and character size designation from the MCG memory and will transform these 
codes into character deflection and wnblanking signals necessary to generate the corresponding 
characters. The display character codes are those shown in Figure 7. Character formation 
shall be based on a 32 by 32 matrix. Two character sizes are provided, 0.140 inches and 0.280 
inches, with an actual character writing time of 3.16 microseconds. The characters are gen- 
erated as sequential locations of memory read out. The memory refresh is read out simul- 
taneously for two character generators. Each character generator will have the capability of 
displaying 4096 characters on two permanently associated CRT's, each CRT being located in 
a different console. Each character generator will also have the capability of driving the 
maintenance monitor CRT which is in parallel with either of the two permanently associated 
CRT's without degrading the performance of the latter. The character generators will recognize 
start blink and stop blink character codes. Upon interpreting a start blink code, that character 
position on the CRT will be skipped and characters between start blink and stop blink will be 
writton cor not written depending upon the phase of the blinking signal. Upon internreting a 
stop blink code, that character on the CRT will be skipped, and subsequent characters will be 
written without qualification. 


The vector generator shown in Figure 8 will be equipped to: accept 18-bit words; 
store initial position in X, Y coordinates of 9 bits each; use the final position in X, Y 
coordinates of 9 bits each; draw a line from the initial position to the final position in 
the time required to position and write two characters; and transform the old final position 
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Figure 6—Character generator. 


into a new initial position. By this process the vector generator will construct line segments, 
joined end-to-end, starting from an arbitrary position at the same refresh memory data rate 
used by the character generators. 


When operating in the display refresh mode, the memory sections cycle all 4096 9-bit 
words jin 21 milliseconds. The speed capability of the display system will be sufficient to con- 
tinuously accept a computer word every 50 microseconds, display 22,980 characters on twelve 
CRT's. and refresh the data displayed on all twelve CRT's at a flicker-free rate 


The program controlled memory divider causes the information generated by the character 
generator to be visible or invisible on the front of its two associated CRT displays. For ex- 
ample, if the information for display number 1 is contained in the MCG refresh memory ad- 
dress 6696 to $777, this information would be visible on display number 1 while the refresh 
memory is cycling through these addresses and the information contained in refresh memory 
address 1666 to 7777 would be displayed on display number 2 while the refresh memory is 
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Figure 7—Character control codes. 


cycling through these addresses. This is accomplished through the use of a 9-bit memory 
divide operation code placed in refresh memory location 169. 


The computer words entering the data input command logic of the MCG will be either 
command words or data words. The command words are used to signal the display system as 
to channel selected, whether to write smal! or large characters or vectors, into which portions 
of memory section data is to be written, which memory subsection is to be erased, where the 
memory sections are to be divided between two displays, what data should be modified, and 
when a computer transmission is ended. The command word format is shown in Figure 9. 
Data words are used to specify the X- Y positions of characters, the heads and tails of vectors, 
which characters should be written, and control data as it is being written into memory. The 
data word format is shown in Figure 10. Figure 11 and 12 show computer word structures 
and Figure 13 is a typical computer word sequence. 
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Figure 8—Vector generator. 
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Figure 9—Command word format. 
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Figure 10—Oato word format, 
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Figure 1}—Word structures associated with characters. 
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Figure 12—Word structures associoted with vectors. 


Cy 


MODE |29 28 27 26 25 24/23 22 21 20 19 18 17 16 15 1413 12 1110 9 87 654321 


0 
icew] 114.011 01101111010011 000000010 
0 


Necowo00000/01100100000110010001000 


cow 000000000000/110011]/)109010110001 


sccw Pt 1110001701017 010 G0 OFT00000010 8 
NPCcDWw)O0O 0000060111121 0 1 | 0 14 001000 0 100 0 0 
cow 000 0 0 0710.0! :0- 0.0: n00 1 ofr 101 VER VcO-0.78 
Necow| 0 0000 EO! 2020 OP Ows) ifo Bt 00001 10000 


o .6.° 


1 
cow }o 0000 000010 


cow |o 0 0 0 0 


0 
0 
1) 

NecoOwo.0 000010010110 0/0111110t0010000 
p00 0000/000000/00100 1M 00110 
0 


10100010 1{100101100f0! 0000 


vow |o 0000 0/0010 
vow |o 0000 ofoor 1 


The command communicator console, whose display panels are shown in Figure 14, has 
two alpha numeric CRT display modules in it. These displays which were previously described 
will be used to portray spacecraft telemetered information in the form of block diagrams, 
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CRT EVENT UNIFIEO 5 -8AND 
DISPLAY \ INDICATORS PANEL 
INDICATOR EVENT TIMER 


REAR PROJECTION 
CONTROL UNIT (= 


tabular listings, meter formats, or a com- 
bination thereof. Spacecraft telemetered 
time and command clock time can also be 


display shall be referred toasa format. 
The format presented on each alpha numeric 
display must be capable of being changed by 
the console operator at any time. These 


STATUS PANEL 7S. 


TYPE I eg ee displayed on the CRT display. The informa- 
oa | ’ / crt tion presented on an alpha numeric CRT 
OPERATOR __ A DISPLAY 


INDICATOR 


INTERCOM 
PANEL 


COMPUTES ADDRESS 


Bie READ changes are accomplished through the use of 


the display request keyboard, which is lo- 
cated on a sloped panel below the CRT dis- 
plays. Changes will be restricted to the 
selection of formats previously determined 
and stored in the remote site data processor 
memory. Each display request keyboard contains fifty-five (push button indicators) PBI's, 
five of which are used for control functions such as designating the CRT on which information 
is to be presented. Each of the other fifty PBI’s represent aformat which may be requested 
by the console operator. Four coding switches are also provided on the display request key- 
board which provide the Capability of changing the function of the fifty format PBI's. This 
feature of the display request keyboard is accomplished through the use of coded plastic over- 
lays together with the four coding switches. These coding switches allow the total capability of 
15 different overlays to be used on the fifty format PBI's for a total capability of 750 formats 
for each display request keyboard. Each overlay contains the identifying legends for the fifty 
format PBI's and coding for the four coding switches. The coding switches will tell the com- 
puter which overlay is in position over the display request keyboard. Each format legend has 
an indicator light which will blink and illuminate red should any parameter within the format 


OUSPLAY REQUEST 
KEYBOARD 


COMAND KEYBOARD 
TYPE I 


Figure 14—Command communicator console, 


become out-of-limits. 


Each display request keyboard is capable of requesting a new display presentation (format) 
on either CRT display located on that console. It is capable of requesting a hard copy printout 
of any tabular format on the keyboard whether or not the format requested is then being dis- 
played. The high-speed printers described under the data processing system will provide the 
hard copy required. And last but not least, the automatic generation and transmission of 
selected summary messages to Mission Control Center (MCC), Houston is also initiated at the 
display request keyboard. 


The command communicator console contains three event light panels. Each event light 
panel can display 36 events and also has a quick reconfiguration capability. The quick re- 
configuration capability is provided by plastic overlays which are preassembled with the cor- 
rect legends and desired colored lenses. No coding switches are required since this panel 
consists of indicators only instead of PBI's. The reconfiguration of an event light panel merely 
involves the replacing of the programmed patch board at the DSDU with another programmed 
patch board and the replacing of the overlay over the event light panel itself with another 
overlay. 
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A command panel will be provided on this console, which is divided into four sections. 
These sections provide the command communicator with six command enable PBI's, twelve 
mode select PBI's, six load command PBI's, and thirty-six real-time command (RTC) PBI's. 
This keyboard is also capable of quick reconfiguration due to the same type overlays and four 
code buttons as uSed on the display request keyboard. The command enable PBIs are not under 
the overlay since they do not change function. The matrix for R'TC's will enable initiation of 
RTC's and will provide a means of preconditioning to aid in the rapid analysis of command status 
and the operation of selected commands. The load commands are required to transmit onboard 
computer loads such as clock times. The mode select portion is required for such commands 
as RCT auto/manual and setup/command. 


An operator status panel is a panel on the command communicator console only, consisting 
of one status indicator light for each console operator position. An operator status unit is 
provided at each console operator position, except the command communications, which will 
allow each console operator to signal his state of readiness to the Command Communicator by 
way of the operator status panel. 


An event timer is also provided in the command communicator console. This device is a 
five-digit, rear-projection clock which permits the console operator to program +999 minutes 
and 59 seconds, with count-up, count-down, start and stop controls. 


A computer address matrix is provided the Command Communicator which permits the 
console operator to request parameter group printout on the high-speed printer and to request 
automatic computer generation of summary messages, 


An intercom panel is provided each operator position in the Apollo flight operations room 
which permits local, range and spacecraft communications. Two input jacks and a foot switch 
jack are provided with each intercom panel and in addition a portable speaker is provided with 
its output jack mounted on the upper righthand corner of the console. 


The command communicator console is provided with a USB panel which indicates the mode of 
operation of the USB ground equipment for both Command Service Module (CSM) and Lunar 
Excursion Module (LEM). This is the only console in which this panel is contained. 


Finally, the Command Communicator is provided with a panel to control both fast access 
file and display system projectors which have been previously discussed. The Command Com- 
municator also has control of the power to each of these projectors. 


It is important to note that the Apollo consoles have been designed on a modular basis for 
quick and easy reconfiguration of these consoles. The modules can be shuffled around or new 
modules added or substituted in order to support future missions, or even the present mission. 
This feature is better shown in Figure 15. It is also important to note that these consoles are 
45-1/2 inches high and 58 inches deep with the three-bay consoles being 63 inches wide, the 
four-bay console (aero-medical monitor console) being 82 inches wide, and the two-bay con- 
sole (maintenance and operations console) being 44 inches wide. The low-profile design per- 
mits the seated operator to maintain a full and unobstructed view of the group display (wall- 
mounted clocks and status lights) and the fast access file and display system wall-mounted 
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rear-projection screens. All the controls and display devices which are mounted in or near 
each console must be accessible and visible to a seated operator, 


SPACECRAFT SYSTEMS CONSOLE 


Figure 15 shows the spacecraft systems console of whichthere are four. The four sys- 
tems consoles are designated: S-IV-B/LEM, LEM, CSM #1, and CSM #2. The S-IV-B/LEM 
console is first used to monitor the S-IV-B vehicle and is then reconfigured, by use of the 
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Figure ti—Spacecraft systems console. 


methods previously described, to monitor 
the LEM together with the other LEM con- 
sole. The two CSM consoles, of course, 
monitor the command-service module. 


The systems console is practically iden- 
tical to the command communicator console, 
There are three basic differences between 
these two consoles. One difference is that 
the command keyboard on the systems con- 
sole has one indicator where the command 
communicator command-enable PBI's are 
located. This indicator will tell the systems 
console operator whether his command key- 
board is "enabled" or ''disabled"' by the com- 
mand communicator. Another difference is 
the fast access file (FAF) control panel, which 
appears only on the S-IV-B/LEM console and 


the CSM #1 console. The systems console FAF control panel controls only one FAF instead 
of the dual control afforded the command communicator console. And finally, the systems 
consoles each contain an operator status unit as discussed previously. 


Each systems console has a vertically mounted analog recorder associated with it which 
is driven from the CCIA. These recorders have eight channels, and controls are provided 
which permit the operator to select any one of six groups of eight parameters to record. The 


selection controls are on the recorder. 


AERO-MEDICAL CONSOLE 


Figure 16 shows the aero-medical monitor console. This console contains only one CRT 
display module and two event light panels. However, it also contains two intercom panels, two 
operator status units, two event timers, and one display request keyboard. The aero-medical 
console also contains a four-trace cardioscope with 10 selectable analog inputs and its as- 


sociated control panels. Figure 17 shows these panels in more detail. Associated with 
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this console is a vertical mounted analog 
recorder which is driven directly from the 
PCM stations' DSDU. The input parameters 
are selectable at the DSDU in the same man- 
ner the event light panel inputs were se- 
lectable. This recorder is furnished witha 
table extension to permit a more careful 
analysis of the data being recorded. 


FLIGHT DYNAMICS OFFICER’S CONSOLE 


Figure 18 shows the flight dynamics of- 
ficer's console (FDO). This console is only 
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Figure 16~-Aero-Medical console. 
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Figure 17—Parels of Aero-Medical console. 
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Figure 18—Flight dynamics officer's console. 


present on shipboard installations. The FDO 
contains one CRT display module, one oper- 
ator status unit, one display request key- 
board, and one intercom panel. This con- 
sole also contains a small command keyboard 
which is physically identical only to the 
computer address matrix (5 by 5 PBI matrix) 
except that the first column of this command 
keyboard contains 5 indicators. The other 
four columns contain 20 real-time com-~ 
mands, The FDO contains 12 digital read- 
outs and an FDO switch panel, The digital 
readouts are driven from the ship's central 


data processor, and the switch panel provides the ship's central data processor with informa- 
tion on the computer mode, the programmed lift, and the abort mode. Finally, this console 


contains an event light/override panel which is 


merely a special event light panel with override 
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capability on six of the events. Twelve event lights are provided, half to be driven from the 
DSDU and the other half with override capability to be driven from the ship's central data 


processor. Figure 19 shows the display panels of the FDO console, some of which have since 
been revised. 
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Figure 19~Display panels af FDO console. 


MAINTENANCE AND OPERATIONS CONSOLE 


The maintenance and operations console requirements are presently being finalized. To 
date it contains only an intercom panel and an operator status unit. 
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ABSTRACT 


The basic communications and tracking requirements for the Command and 
Service Module Unified S- Band System are given along with a brief discussion of 
the reasoning behind these requirements. The operational modes, which include 
simultaneous transmission of a pseudo-random noise (PRN) range code, TV, 
voice, telemetry and biomedical data and system configuration that evolved from 
these requirements, are considered. Such things as modulation techniques, 
major systems, and basic data flow for these are outlined along with the modes 
of operation and system configuration, A more detailed description for the 
major systems is then presented, including block diagrams and data flow andkey 
parameters of the premodulation processor (PMP), transponder, power ampli- 
fier and antennas. 


INTRODUCTION 


To introduce in this session the two "blocks" of the Apollo unified S-band (USB) will be 
defined. The early Saturn Apollo 200 series will carry what has been designated as a Block I 
system. As a result of increased operational requirements, it has become necessary to modify 
the functional design of the Command and Service Module (CSM) S-band system. This modified 
or updated version has been designated as the Block II system which will first be flown on 
mission SA-207 and will be the system used on the lunar mission, and is the system discussed 
in this paper. 


BASIC REQUIREMENTS FOR CSM TRACKING AND COMMUNICATION 


The basic requirements for the CSM tracking and communications are to provide tracking 
data, two-way voice communications, up-data from ground to spacceraft, telemetry and teie- 
vision from spacecraft to ground, biomedical channels, relay capabilities, and scientific data 
channels. 


Table 1 presents the communication requirements from ground to spacecraft. There are 
essentially three functions to transmit: ranging, voice, and up-data. As the first requirement, 


the spacecraft must be capable of receiving the pseudo-random noise (PRN) range code at any 
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Table 1 


Ground To Spacecraft Communications 


8.HOO0D 


time it is transmitted from the ground. The ca- 
pability for voice reception will likewise be con- 


Requirements. tinuous with a requirement of 90-percent word 
: ; ——- intelligibility under normai operating conditions 

Function Requirements and 70-percent word intelligibility in the backup 
= mode. This percentage of word intelligibility 
Ranging Continuous Capability would approximate 100-percent sentence 
“Voice Continuous Capability intelligibility. 

Norma! - 90% Word Intelligibility 

Backup - 70% Word Intelligibility The spacecraft will also be capable of con- 
“Up Data | Continuous Capability tinuously receiving up-data or command infor- 

Maximum of 1 Correct Message mation. The requirements for the up-data channel 


Reject per 1000 
Maximum of 1 False Message 
Accepted in 109 


are that no more than one correct message per 
1000 be rejected and that no more than one false 
message in 10° messages be accepted. 


The spacecraft-to-ground communications provide a more detailed list of modes, as seen 
in Table 2. The voice channel must have continuous capability and be transmitted with the same 
word intelligibilities as stated previously. The telemetry system must provide a nonreturn to 
zero (NRZ) PCM wave train at either a 51.2 kilobit rate or at a 1.6 kilobit rate with continuous 


Table 2 


Spacecraft To Ground Communications Requit‘ements,. 


Function 


Voice 


Telemetry 


Ranging 


Television 


Scicntific Data 
= 


Tape Playback 


Emergency Key 


Relay Thru CSM 


Telemeti'y, Voice, and Scientific Data 


Requirements 


Continuous Capability 
Normal - 90% Word Intelligibility 
Backup - 70% Word Intelligibility 
Continuous Capability 


NRZ PCM at 51.2 KBPS or 1.6 KBPS Rate 


Maximum of 1 Error in 10° Bits 

Continuous Capability ; 

Phase Cohercnt Turn-Around of the PRN Range Code 
When Convenient . 
Near-Commercial Quality Resolution and Gray Scale 
3 Channels < 


Capability to Transmit Simultaneously With Real Time Data 


Continuous Capability 
Maximum of 25 Characters Per Minute 


Eva Voice and Biomed to MSFN 


LEM Simplex Voice to MSFN 
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capability. The ranging channel on the transponder wiil be capable of continuous phase-coherent 
turnaround of the PRN range code and also will provide a coherent carrier on the down-link for 
doppler extraction, 


Television is not a direct mission operational requirement; thus it will be transmitted 
only when convenient during the mission. When transmitted, it will provide data by which the 
ground personnel can monitor activity in the spacecraft or scenes from the window. The data 
transmission for this has been specified as near-commercia] quality resolution and gray scale. 
‘Fhere is also a capability to transmit three channels of analog data. Use of these channels will 
be specified by the scientific experiment office. 


A tape playback mode will transmit data which has been taped on board the spacecraft 
during the time it is behind the lunar disc or between ground stations while in earth orbit. 
Stored information includes telemetry, voice and scientific data. The telemetry data will 
either be of low or high bit-rate command module data. There will also be a capability of 
receiving low bit-rate data from the Lunar Excursion Module (LEM) (over a VHF link) and 
recording it aboard the spacecraft for later playback to ground stations. The requirement to 
simultaneously transmit taped data along with real-time voice and telemetry data was one of 
the contributing factors in changing from Block I to Block II design. 


The emergency key is a last-ditch communication mode. It will have a capability to provide 
a maximum of 25 characters per minute. This mode would be used in case of major failure 
aboard the spacecraft, such as losing both power amplifiers and/or the high-gain antenna. A 
relay capability through the CSM is also available. Voice and biomedical data from an extrav- 
ehicular astronaut as well as simplex voice from the LEM can be transmitted to the groind 
stations through the CSM communication facilities. 


TRANSMISSION MODES 


A list of possible transmission modes or data combinations has been derived along with 
the appropriate modulation techniques. Table 3 shows this list for the ground-to-spacecraft 
transmission link. There are basically four pieces of datato be transmitted: PRN range code, 
up-voice, up-data, and backup voice. For simplicity, only modes 6 and 8 will be discussed. 
In mode 6, the PRN code is phase- modulated directly on the carrier and requires approximately 
3 megacycles of bandwidth. The voice is frequency-modulated onto a 30-kilocycle subcarrier 
which is in turn phase-modulated onto the carrier. Similarly, the up-data is frequency-modulated 
onto a 70-kilocycle subcarrier and then phase-modulated onto the carrier. fn mode 8, the 
backup voice is frequency-modulated onto the up-data subcarrier, which is in turn phase- 
modulated onto the carrier. 


Table 4 shows a tabulation of the narrow band PM modes which will be used on the down- 
link channels from spacecraft to ground. The reasons for nine modes are that circuit margins 
may be optimized by using only those channels which are of immediate interest; and under 
certain contingency modes where a power amplifier or an antenna has been lost, the spacecraft 
must have the capability of transmitting at reduced rates. 
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Table 3 


MSFN To CSM S-Band Transmissioi: Combinations Summary (PM Modes}. 
> 


2106.4 Mc 
Carrier Information 
Combinations | 


Modulation Sulicarrier 
Technique Frequency 


Carrier, PRN PM On Carrier 
Carrier, Voice FM/PM 
Carrier, Up-Data FM/PM 
Carrier 

PRN PM On Carrier 

Voice FM/PM 
Carrier 

PRN PM On Carrier 

Up-Data FM/PM 
Carrier 

PRN PM On Carricr 

Voice FM/PM 

Up-Data FM/PM 
Carrier 

Voiee FM/PM 

Up-Data FM/PM 
Carrier 

Voice Backup FM/PM 


Mode 2 is the primary high-data mode which will be used during critical phases of the 
mission, In this mode, the PRN code phase-modulates the carrier, whereas the voice frequency - 
modulates a 1.25-megacycle subcarrier which then phase-modulates the carrier. The telemetry 
data is a 51.2-kilobit PCM wave train which phase-modulates a 1.024-megacycle subcarrier, 
which in turn phase-modulates the carrier. Mode 3 has essentially the same function with only 
a 1.6-kilobit telemetry stream on the 1.024-megacycle Subcarricr. 


Mode 4 has been designed as a lunar coast mode. There is reduced activity in the space- 
craft at this time and a minimum amount of data is required for monitoring. Modes 5, 6, 8, and 
9 are possible transmission combinations which can be used to optimize circuit margins in 
contingency situations. The emergency key capability is provided by amplitude-modulating a 
§12-kiiocycle subcarrier, which phase-modulates the carrier. Also, the backup voice capa- 
bility is provided by directly phase-modulating the carrier with the backup voice signal. 


The wideband FM combinations are shown in Table 5. The main reason for the wideband 
FM carrier is the TV data shown in mode 4. The other functions which exist on the FM mode 
are the tape playback channels and the real-time capability for the scientific data. The FM 
channel is designed to accommodate playback of various combinations of voice, CSM telemetry, 
LEM telemetry, and scientific data. A high-speed playback mode is used for rapid dump of 
low bit rate PCM at a 32 to 1 playback rate. This results in an apparent bit rate of 51.2 kilo- 
bits per second on the 1.024 megacycle subcarrier. For playback of high bit rate PCM, a 1:1 
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Tatele 4 


CSM To MSFW S-Band Transmission Combination Summary (PMI Mode). 


2287.5 Me fadulati Sul arr arry 
Carrier Information ae Ff avon ae : oe 
CoMlinALiOn echnique Frequency 
dl Carrier 
Voice F M/PM 1.25 Me 
51.2 KBPS TM PCiVIA/PM/PM 1.024 Me 
2 Carrier 
PRN PM On Carrier 
Voice TF M/PM 1.25 Me 
31.2 KBPS PCM/PM/PiM 1.024 Mc 
3 Carvier 
PRN PAI On Carrier 
Voiee FM/PM 1.235 Me 
1.6 KBPS PC\MI/PM/PM 1.624 Me 
| 4 Cairier 
Voice I- M/PM 1,25 Me 
| 1.6 KBPS PC'I/PM/PM 1.024 Me 
i) Carrier 
| 1.6 KBPS PCM/PM/PM 1.024 Me 
6 Currier 
Key AM/PM 312 ke 
7 Carrier 
PRN PM On Carrier 
Carrier 
Backup Voice PM On Carrier 
1.6 KBPS TM PCM/PM/PM 1.024 Me 
Carrier 
PRN PM On Carrier 
1.6 KBPS TM PCM/PM/PM 1.024 Mc 


dump speedisused. Playback of voice is accomplished simultaneously with telemetry or 
scientific data dump by modulating the FM carrier directly at baseband with either 1:1 or 32:1 
voice signals. The scientific data frequency-modulates the subcarriers of 95,125, and 165 kilo- 
cycles which then frequency modulates the carrier. 


SPECTRA OF TRANSMISSION MODES 


Typical spectra of the above transmission modes can be seen in Figure 1-4. Figure 1 shows 
the tuii up-link spectrum with the range code, voice, and up-data subcarriers. The range code 
is centered on the 2106.4-megacycle PM carrier, and the voice and up-data subcarriers are at 
30 and 70 kilocycles, respectively. 


A typical down-link spectrum is represented by Figure 2. It is seen that the spacecraft has 
the capability of simultaneously transmitting both an FM and a PM carrier. The PM carrier at 
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Table 5 


CSM to MSFN S-Band Transmission Combination Summary (FM Modes}. 
ase ao Re en ee ea ee ee ee ee ae 
2272.5 Me | 
Carrier Information 


| Modulation | Subcarrier 
Combination 


| Technique Frequency 
Playback Voice at 1:1 | FM at Baseband | 


Playback CSM | 


1 


| 
| 51.2 KBPS TM at 1:3 PCM/PM/FM 1024 ke 
y 
| Scientific Data | 
Playback at 1:1 FM/FM 95 ke 
FM/FM 125 ke 
FM/FM 165 ke 
2 Playback Voice at 32:1] FM at Buseband 
Playback CSM 
1.6 KBPS TM at 32:1 PCM/PM/FM 1024 ke 
Scientifie Data 
i Playback at 32:1 FM/FM 95 ke 
i FM/FM 125 ke 
\ FM/FM 1G5 ke 
] 3 Playback LEM FM at Baselbind 
] 1.6 KBPS 
Split Phase ‘PM at 22:1 
a Television FM at Baseband 


Real-Time 
Scientifie Data 


rat) 


FM/¥M 
FM/FM 
FM/FM 


PM CARRIER TELEVISION TM SUBCARRIER RANGE CODE 
VOICE SUBCARRIER \ Laer voles ENVELOPE 
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Figure }—Full up-link spectrum with the range of code, 
voice, and up-dato subcorsiers. 


Figure 2~Typical dawn-link spectrum. 
2287.5 megacycles would be modulated with the range code, the telemetry at 1.024 megacycles 
and the voice at 1.25 megacycles. The FM carrier is located at 2272.5 megacycles and is 
modulated with the TV signal. Figure 3 indicates another typical down-link spectrum with a 
normal PM mode. But instead of TV, the FM channel contains the playback voice modulated 
directly on the carrier, the playback telemetry data modulated on its subcarrier, and the 
scientific data subcarriers. 
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Figure 3—Typical down-link spectrum Figure: 4—Contingency down-link spectrum. 


with a normal PM mode, 


In the event that the high-gain antenna or the power amplifier arc disabled, one of the two 
contingency down-link spectra of Figure 4 could be employed. One spectrum shows the PM 
carrier modulated by the range code and a low bit-rate telemetry subcarrier (1.6 kilobits of 
PCM data). The other mode shows the PM carrier modulated directly by voice and a low bit- 
rate telemetry sbucarrier. Although it is not shown, the spectrum for the emergency key would 
be essentially the same with a 512 kilocycle subcarrier phase-modulating the carrier. 


BASIC CSM USB SYSTEM 


A block diagram of the basic USB system is shown in Figure 5. It consists of four basic 
components or subsystems: the antenna subsystem (omnidirectional antenna and high-gain 
directional antenna): the power amplifier, switching, and triplexing subsystem; the transponders; 
and the premodulation processor. The transponder consists of a PM receiver, a PM exciter or 
transmitter, and an FM exciter. The premodulation processor provides the capability to 
demodulate the up-voice and up-data subcarrier, as well as the capability for modulating the 
down-link subcarriers and combining them into a composite waveform for use by the PM and 
FM exciters. The premodulation processor also interfaces with the VHF equipment for the 
communications between the LEM and com- 
mand module. 4 
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KEY 
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been provided for recorded dataand thereby  8/OMED RELAY 
maintain redundancy in the real-time Figure 5—Diogram of bosic CSM 
channels. Unified S-Bond System. 
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Figure 6 shows the basic USB receiver in the transponder. It is a dual-conversion super- 
heterodyne PM receiver with a center frequency of 2106.4 megacycles. Following the conversion 
phase, at a signal level of -114dbm and a static phase error of 24 degrees, the carrier tracking 
loop is capable of tracking frequency ranges of +90 kilocycles and sweep rates of 35 kilocycles 
per second/second. Immediately following the second mixer, the signal passes through an IF 
limiting amplifier into a wideband detector. 


The voltage control oscillator (VCO) in the carrier-tracking loop provides a reference for 
the wideband detector. The output of the wideband detector consists of the range code which is 
coherently returned to the PM transmitter and the up-data and voice subcarriers, which are 
passed to the premodulation processor for demodulation and use in the spacecraft. The output 
of the VCO is also coupled to the PM transmitter where it provides the phase-coherent ref- 
erence for this exciter. The transponder provides a frequency ratio of 240-221 for the coherent 
turnaround of the carrier. 


The basic configuration of the transmitter exciters is shown in Figure 7. The modulators 
(PM and FM) receive data (telemetry and voice subcarriers) from the premodulation processor. 
Other inputs to the modulators include range code, a coherent reference from the carrier- 
tracking VCQ(for the PM mode), and a reference frequency from an oscillator (for the FM mode). 
Once the data is modulated, it is amplified and multiplied up to the proper frequency —2287.5 
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Figure 6—Diagram of CSM S-bond receiver. 
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Figure 7—Basic configuration of transmitter PM ond FM exciters. 
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megacycles for the PM mode and 2272.5 megacycies for the FM mode, and is then passed 
through an isolator and filter network to the power amplifier subsystem. 


The power aniplifier subsystem, shown in Figure 8, is composed basically of two traveling- 
wave tube amplifiers and the appropriate switching arrangements. The switches are designed 
such that either transmitter (PM or FM in Figure 7) may be connected to either power amplifier; 
and that the output of either amplifier may be connected to either input of the antenna subsystem. 


XMTR 


POWER 
SUPPLY 


FILTER 
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RECEIVER TRIPLEXER 


Figure 8—Diagram of CSM S-band power amplifier subsystem, 


The traveling-wave tube amplifiers have two power-output levels: 


5 or 20 watts. These 


power levels are designated as low- and high-power modes, respectively, and are controlled 
by the switching of the input power from the power supplies to the tubes. As can be seen, the 
Output of the traveling wave tube is filtered and passed through switching to the triplexer ar- 
rangement and then to the antenna. The actual power delivered to the antenna is considerably 


less than the output power of the tube due to 
circuit losses between the tube and the an- 
tenna. Inthe event of amplifier failure, the 
PM exciter can bypass the power amplifier 
and still provide a capability of 1/4 watt of 
RF power. 


The antenna subsystem (Figure 9}, con- 
sists of a high-gain antenna and a set of om- 
nidirectional antennas. As canbe seen, PM 
and/or FM carriers are fed into the tri- 
plexer, which in turn supplies the power to 
the selected antenna. The high-gain antenna 
is mounted on the service module and has a 
selectable set of gains and beamwidths. 
The omnidirectional antennas (low-gain) are 
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Figure 9—CSM S-band antenna system, 
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located arOund the base of the command module and are spaced at 90 degree 
intervals. 


There are plans to use a number of combinations of antennas and power amplifiers in order 
to optimize the circuit margins and conserve power during different mission phases. The 
omnidirectional antennas wil! be used in earth orbit and in the first stages of translunar in- 
jection up until the high-gain antenna can be deployed. The omnidirectional antennas will aiso 
provide limited capability at lunar distances when Communicating with the high-gain antennas 
on the ground, 


The basic characteristics of the antenna system are tabulated in Table 6. As stated above, 
the high-gain antenna has a selectable set of gains and beamwidth. It has a capability of 28.4db 
at a beamwidth of 4.6 degrees, 22.9db at a beamwidth of 11.1 degrees, or 7.4db at a beamwidth 
of 68 degrees. In order to cover the earth’s surface during early phases of injection, the 
beamwidth must be quite large. As the spacecraft nears the moon, beamwidth is reduced. The 
high-gain antenna is a parabolic radiating system and radiates a right-circularly polarized wave. 
It is pointed at the earth by an IR sensor device. The omnidirectional antennas are flux-mounted, 
right-circularly polarized, and provide an overall gain of approximately -3db over 80 percent 
of the sphere. 


Table 6 


CSM Antenna Characteristics. 


Function Omni High Gain 
Type Flush Mounted Parabolie 
Polarization | ~+~RCP RCP 
On-Axis Gain _ -3 DB Over 80% | 26.4 DB) 4.6° 
and Corresponding Sphere 22.9 DB 11.1° 


3 DB Beamwidth 7.4 DB | 68° 


Pointing TR Sensor 
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ABSTRACT 


A description of the basic S-band communication and tracking requirements 
for the in-flight and lunar phases of the LEM operation is given. Modulation 
techniques and associated RF spectra for various communication modes involv- 
ing voice, telemetry, TV, and ranging are presented. RF systems, including the 
transponder, power amplifier, diplexer and antennas (omni, stcerable, and 
erectable) are discussed. Current estimates of system gain and loss param- 
eters are presented along with predictions of system performance at lunar 


distance. 


INTRODUCTION 


in discussing the Lunar Excursion Module (LEM) Unified S- Band System, four essential 
areas are covered: mission requirements, spacecraft system configuration to meet these re- 
quirements, spacecraft signal design for the up-link and down-link, and expected system per- 


formance margins. 


LEM COMMUNICATIONS AND 
TRACKING REQUIREMENTS 


Table 1 gives the communication and 
tracking requirements for the LEM. These 
requirements can be divided essentially into 
two areas: the inflight area and the lunar 
stay. Table 1 shows that the up-link require- 
ments for the inflight nhase include for car- 
rier, range code and voice. Note that there 
is no up-data link to the LEM. The down- 
link inflightrequirements consist of carrier, 
voice, biomedical data, PCM telemetry, and 
range code. During lunar stay, the up-link 
requirement is for voice only, the down-link 


Tabie 1 


LEM S-Band Communication and 
Tracking Requirements. 


Mission Phasc Requirements 


MSFN-*LEM LEM-.+MSFN 


(Up-Link) (Down-Link) 
In-Flight Carrier Carrier 
Voice | Voice 


Range Code | Biomedical Data 
PCM Telemetry 
Range Code 
———— / | 
Lunar Stay Voice | Voice 
| Biomedical Data 


PCM Telemetry 
Television 
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reqwrement, for voice, biomedical data, PCM telemetry, and television. We might also note 
that there is no requirement for a tape-playback capability from the LEM. There is, however, 
an indirect tape-playback capability present since the LEM is capable of transmitting low-rate 
telemetry to the Command and Service Module (CSM) where it can be recorded and subsequently 
played back to the Manned Space Flight Network 
Table 2 (MSFN). Another UnifiedS-Band (USB) require- 
Carrier Modulation Techniques. ment that will not be treated in this discussion, 
—, is the lunar surface experiment package, S-band 
link for communication with the MSFN. 


Link Modulation 
Up-Link PM The modulation schemes used for the up- 
and down-link transmissions are shown in 
Down-Link Table 2. The up-link is always PM as is the 
In-Flight down-link during inflight phases. During the 


lunar- stay period, when the LEM is not trans- 
mitting TV,the PM mode will normally be used. 
When transmitting TV during the lunar stay, the 
FM mode will be used. 


Lunar Stay, Without TY 


Lunar Stay, With TV 


LEM S-BAND SYSTEM CONFIGURATION 


Figure 1 shows the system block diagram for the onboard S-band system in the LEM, il- 
lustrating the several major elements in the system. At the left of the figure is the premodu- 
lation processor (PMP) which functions much like the PMP for the CSM. To the right is the 
S-band transceiver, or transponder. Between the transceiver and antenna system are the two 
power amplifiers; the antennas and associated switching are depicted in the upper right-hand 
part of the figure. 
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Figure I—Block diagram af LEM S-band system. 
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MOOULATION TECHNIQUES AND ASSOCIATED RF SPECTRA 


Figure 2 shows the full up-link PM spectrum. Notice the absence of the 70-kilocycle (up- 
data) subcarrier. Dvuring normal flight operation the range code will be used intermittently; 
therefore, the spectrum without range code represents the normal inflight up-link mode. The 
center frequency is 2101.8 megacycles (plus or minus doppler and transmitter frequency 


offset). 


The full down-link spectrum for normal 
PM modulstion is shown in Figure 3. Again 
the range code will be used intermittently; 
therefore, the normal down-link mode will 
include the carrier and the two subcarriers. 


The two contingency modes are illus- 
trated in Figure 4. Backup voice is modu- 
lated directly at base band with low-rate te- 
lemetry transmitted on the 1.024 megacycle 
subcarrier. In the worst case, multiple fail- 
ures such as antenna, power amplifier, and 
possibly PMP failure could lead to the use of 
the emergency-key mode which utilizes a 
§12-kilocycle subcarrier keyed on and off by 
the astronaut. 


Figure 5 shows the FM down-link spec- 
trum, which wil] be used during the lunar- 
stay mode if there is television transmis- 
sion. Also shown in the figure is the 
spectrum containing TV and the telemetry 
and voice/biomedical subcarriers. 


Table 3 shows the three possible com- 
binations of up-link information: carrier 
and pseudo-random noise (PRN), carrier and 
voice, and PRN and voice. Note that the 
combinations is synonymous with modes. 
Combination 2 will be the primary up-link 
mode for the LEM. 


The various combinations of down-link 
transmission for PM and FMmodes of oper- 
ation are shown in Table 4. For down-link 
transmissions there are a few keyed modes 
which will probably be used during most of 
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Figure 2—Full up-link PM spectrum, 
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Figure 3—Full down-link PM spectrum, 
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Figure 4--Down-link RF specira for contingency 
modes (PM). 
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Table 3 
LEM Up-Link S-Band Transmission Combinations Summary. 


Carrier 
Moduwation Subcarrier Phase 

Combination Information Technique Frequency Deviation 
1 Carrier, PRN PM on Carrier - 0.37 Radians 
2 Carrier, Voice | FM/PM 30 ke | 1.4 Radians 

| | 
3 Carrier 
PRN PM on Carrier | ~- 0.37 Radians 
FM/PM 30 ke 1.4 Radians 
LE 


the operation and additional modes to be used in the event of various failures. The primary 
modes are combinations 1, 7, and 10. 


Combination 1 is the down-link carrier with voice and 51.2 kilobit telemetry on their re- 
spective subcarriers. Combination 7 is commonly referred to as the lunar-stay mode. Voice 
and biomedical information are transmitted on the 1.25 megacycle subcarrier while low-rate 
telemetry is on the 1.024 megacycle subcarrier. In order to optimize the circuit margins, the 
phase deviations for the two subcarriers modulating the PM carrier are reversed for combina- 
tions 1 and 7. In combination 1 we are transmitting a wide-band high-rate telemetry signal. 

In combination 7, it is not necessary during lunar stay to transmit the same quantity of infor- 
mation required during inflight and we are able to reduce that bit rate to 1.6 kilobits per 
second. The power in the two subcarriers may then be balanced, enabling combination 7 to 
perform well with low-power transmission and the erectable antenna during lunar stay, con- 
trasted to another alternative of operating with full power (20 watts). This is the basic reason 
for a change in the modulation indices in the right-hand cotumn. 


The advantage of the reversal of the modulation indices in combination 7 is evident if we 
consider operation with low power during lunar stay while keeping the same phase deviations 
as used in combination 2. The result is a -3.9db margin for the voice and biomedical channel 
and about a +12.9db margin for the low-rate telemetry. However, if by reversing modulation 
indices, results yield positive margins for both channels operating in the low-power mode. 
These margins are over 3dbfor the voice and biomedical channel and 6db for the telemetry 
channel. The last primary mode here of course is number 10 which is the FM transmission of 
TV with the voice, biomedical and extra-vehicular mobility unit (EMU) signals. The EMU is 
the device carried by the astronaut on the lunar surface. The biomedical subcarriers are 
transmitted from the EMU to the LEM by the VHF link and are subsequently placed on the 
S-band for transmission to the earth. 
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Table 4 
LEM Down-Link MSFN S-Band Transmission Combination Summary. 


2282.5 Mc Carrier | 


Carrier Modulation Subcarrier Phase 
Combination Information Techniques Frequency Deviation 
1 Carrier 
Voice FM/PM 1,25 Me 0.7 Radians 
51.2 kbps TM PCM/PM/PM 1, 024 Mc 1.3 Radians 
2 Carrier 
PRN PM on Carrier 0.2 Radians* 
Voice FM/PM 1.25 Mc | 0.7 Radians 
51,2 kbps TM PCM/PM/PM 1, 024 Mc 1.3 Radians 
3 Carrier | 
1.6 kbps TM PCM/PM/PM 1, 024 Mc 1.3 Radians 
4 Carrier | 
BU Voice PM on Carrier 0.8 Radians 
1.6 kbps T™ PCM/PM/PM 1, 024 Mc 1.3 Radians 
5 Carrier 
Backup Voice PM (24 db clipping) 0.8 Radians 
6 Carrier 
Key AM/PM 512 ke 1.4 Radians 
x4 Carrier 
{Lunar Stay Mode) Voice/Biomead FM/PM 1.25 Me | 1,3 Radians 
1. 6 kbps TM PCM/PM/PM 1.024 Mc .7 Radians 
8 Carrier | 
Voice/EMU/ PM on Carrier (no TBD 
Biomed clipping) 
51,2 kbps TM PCM/PM/PM 
1 
Carrier 
Deviation 
| Ratio 
i 
9 Voice/EMU/ FM/FM 1.25 Me 0.17 
Biomed 
™ PCM/PM/FM 1, 024 Mc 0.37 
10 TV FM at Baseband 2.9 
Voiue/Enu/ FMi/FM/Fit 1.25 Mex $17 
Biomed 
1.6 or 51.2 PCM/PM/FM 1. 024 Mc 0.37 
*Dieme PRM esegicg class dcvistios ists bec sot with up voice asd uprangiog acdulaticn (Tabi: ! Comb 2} aad vith = Sigh signa? 


to-noise ratio in the tura erovnd chansel. 
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EQUIPMENT CHARACTERISTICS 


Returning to Figure 1 the PMP performs the demodulation of the up-voice subcarrier and 
contains the voltage controlled oscillator (VCO) for the down-voice channel and the bi-phase 
modulator for the PCM telemetry. It interfaces with the TV equipment, emergency key, and the 
hardline biomedical channel. The hardline biomedical channet is a 14.5 kilocycle subcarrier 
on which 0 to 30 cycles per second biomedical data is modulated when LEM is transmitting low 
bit-rate telemetry. Due to the lower capacity in the low-rate telemetry format, certain neces- 
sary biomedical data cannot be handled by PCM; therefore, a separate subcarrier was provided. 


The other equipments with which the PMP interfaces on the spacecraft include the audio 
center, the PCM telemetry equipment, central timing equipment, and TV camera. The S-band 
transceiver (transponder) block as shown here includes two fully redundant transceivers as 
well as an FM modulator. The two RF outputs are selectable, as are the two RF inputs to the 
receivers. Differing slightly from the CSM, the LEM utilizes amplitron power amplifiers 
operated in cascade. Normally, power amplifier, PA #2 would be used when operating in the 
20-watt mode because there is additional insertion loss in the circuit with power amplifier 
PA #1 in operation, The three types of antennas, shown in Figure 1, are the erectable antenna, 
which is used during lunar stay operations, the steerable antenna, which is the primary inflight 
antenna, and two omnidirectional antennas, which may be used as backups. These antennas are 
switchable by the astronaut. 


With reference to the control functions which the crew exercises over this system, the 
astronaut has control over the telemetry bit rate through selection of either 51.2 or 1.6 kilobits. 
He also may turn the ranging channel on or off by a manual control on the panel which allows 
the ranging channel to be turned off when PRN ranging is not being used, thus eliminating the 
turnaround of the up-link subcarriers and noise which is detrimental to the down-link per- 
formance. Another control selects PM or FM such that the LEM can transmit either FM or 
PM, but not both. The crew can also select transceiver one or two and the power amplifier 
(PA #2) or backup power amplifier (PA #1). In addition, the crew has manual control for point- 
ing the steerable antenna for initial acquisition. 


Table 5 lists the characteristics of the three types of antennas used. The steerable antenna, 
a 2-foot parabola which is the primary inflight antenna, angle-tracks the MSFN station auto- 
matically. The erectable antenna, a 10-foot parabola, is used to provide the additional gain 
needed for the TV transmission from the lunar surface. It is stowed in flight and is erected by 
the astronaut on the lunar surface. The low-gain omnidirectional antenna serve as a backup to 
the steerable antenna. !n lunar orbit the astronaut can switch between either of two omnidirec- 
tional antennas located on opposite sides of the spacecraft for optimum communications. 


As shown in Table 6, the steerable antenna is a 2-foot parabola with on-axis transmitting 
gain of 20.3db and receiving gain of 16.5db. The noticeable difference in the transmit and re- 
ceive gains is due largely to the RF tracking technique which degrades the receive performance. 
The RF angle tracking involves a feed system for sampling four quadrants and deriving 
the error signals. The 3db beamwidth is between 12 and 14 degrees and polarization is right- 
circular with an elipticity of less than ldb within plus or minus 4 degrees of the boresight axis. 
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Table 5 


Characteristics of LEM S-Band Antennas. 


Name Type 
Steerable 2' Parabola Primary In-Flight Antenna 
Auto-Tracks MSFN Station 
Erectable 10’ Parabola Primary Lunar-Stay Antenna 
Stowed In-Flight 
Erected on Lunar Surface 
Omni Low-Gain Omnidirectional Backup to Steerable 
(Backup) (Can Manually Switch Between 
2 Antennas) 
Table 6 
Characteristics of LEM Steerable Antenna (S-Band)}. 
Type 2' Parabola 1 


Gain (On-Axis) 


Beamwidth (-3 DB) 
Polarization 
Ellipticity 


Pointing 


Transmit: 20.3 db 
Receive: 26.5 db 


12° - 14° 

RCP 

<1 db Within =4° of Boresight Axis 
RF Tracker 

Lobe on Receive Only 


Utilizes S-band transceiver AGC to 
derive error Signals 


The pointing of the antenna is accomplished by RF angle tracking using a lobe-on-receiver- 
only teclinique. Original LEM plans called for an IR tracker much like that in the CSM tracker; 
however, it was found that during the LEM descent phase, there are certain maneuvers which 
could place portions of the LEM structure within the line-of-sight between LEM and earth. The 
infrared system could then lock on the LEM itself requiring the flight crew to manually re- 
acquire earth. Since this waS an unacceptable crew task, severai alternatives were considered 
such as extending the boom, providing auxiliary antennas, and using an RF tracker. The latter 


was the method chosen. 


Table 7 gives the characteristics of the LEM erectable antenna. This is a 10-foot parabola 
with an on-axis transmitting gain of 34.0, receiving gain of 32.5db and a beamwidth of 3 de- 
grees at the 3db points. Polarization is right-circular with elipticity less than 1db within 1.3 
degrees of the boresight axis. This antenna is erected on the lunar surface by the astronaut 
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Table 7 
Characteristics of LEM Erectable Antenna (S-Banda). 


Type 


Gain (On-Axis) 


Transmit: 


10' Parabola 


34, 0 db 


Receive: 32.5 db 


Beamwidth (~3 db) 3° 
Polarization RCP 
Eliipticity 


Pointing 


Dimensions When Stowed 


Table 8 


Characteristics of LEM Omniantennas (S-Band). 


| 
Type 2 Conical Spirals 


Gain Not Less Than -3db Over 85%, 
of Spherical Area (assumes 
switching) 


| Polarization | RCP | 


Table 9 


LEM S-Band Equipment Weight and 
Power Summary. 


| DC Power 
(Watts)* 


Weight 
(Ibs)* 


S-Band Transceiver 


Power Amplifier and 
Diplexer 


PMP 
Steerable Antenna 
(Including 

electronics) 


Erectable Antenna 


Backup Antennas 


*Approximate values. 


<1 db Within +1.3° of Boresight Axis 
Manual by Astronaut Aided by Sighting Device 


3' Long x 10'' Diameter 


and pointed by a visual alignment with the cen- 
ter of the earth. The astronaut will be able to 
align the antenna accurately enough to achieve 
good communications. The size of this 10-foot 
antenna while stowed in the LEM is to be less 
than three feet in length and 10 inches in 
diameter. 


The LEM omnidirectional antennas, shown 
in Table8, consist of two conical spirals with 
the specified gain not less than -3db over 85 
percent of the spherical area. The spirals are 
switchable for optimum coverage. The polari- 
zation for the omniantenna is also right-cireular. 


Table 9 gives the present power and weight 
estimates of the LEM S-band equipments. 


Table 10 shows the LEM S-band circuit 
losses. Circuit losses vary with transmission 
power, transmit or receiver channel and the 
antenna selection. The difference between the 
high-power and the low-power loss values is 
due to the insertion loss of the power amplifier 
system. The non-operating power amplifier 
system is in the transmit leg even when trans- 
mitting in the low-power mode. Thus, an addi- 
tional insertion loss appears in the low-power 
mode which does not appear in the high-power 
mode. 
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In the case of the erectable antenna, high Table 10 
losses are basically due to long cable runs. LEM S-Band Circuit Losses. 
A65-foot cable run is necessary to allow the 
astronaut ample room to select a suitable Antenna Losses (db) 
place for erecting the antenna. Therefore, in 
the low-power mode with the erectable an- 
tenna there are some very high circuit 


Transmitting Transmitting 
High Power Low Power _ Recciving 


losses Steerable | 5.5 71.9 6.3 
: : : Erectabl aT 1.5 0 

Table 11 gives the expected circuit pects : 11.6 10 
margins for normal down-link communica- Omni | 5.3 1.6 ae 


tions, No margins are given for the up-link, = a 

since the 10 kilowatt transmitter power on 

the ground minimizes the problem of up-link communication with the LEM at lunar distance. 
The first mode uses the steerable antenna at 20 watts while transmitting the carrier, range 
code, voice, biomedical data and telemetry. The resulting circuit margins are based on the 
circuit loss values given in Table 10. These margins are calculated assuming an 85-foot an- 
tenna, a system temperature of 326 degrees kelvin and operation at lunar distance. The system 
temperature is quite high and a 2 or 3db improvement in these margins can be expected by 
using the cooled parametric amplifiers now being implemented for the ground stations. In the 
first mode, the voice/biomedical channel has about a 6.6db margin, and high bit rate telemetry 
has a 5.2db margin. 


The erectable antenna normally uses a transmitting power of 0.75 watts for lunar stay 
mode when not transmitting TV. The carrier margin is 24.6db, the voice/biomedical margin, 
3.2db and the low bit-rate telemetry margin, 5.8db. If the modulation indices had not been 


Table 11 


Expected Circuit Margins for Normal LEM Down-Link Combinations. 


System Margin 

Configuration Channels (db) 
Steerable Antenna Carrier 3252 
20 Watts PRN Ranging 20,3 
Voice/Biomed 6.6 

Telemetry (51.2 KBPS) 5.2 

= - La a 

Erectable Antenna Carrier . 


0.75 Watts | Voice/Biemed 


Erectable Antenna 


20 Watts 


lelemetry (1.0 KBPS) 


TV, Voice/Biomed, TM on 


FM Channel 


= 329° K, dinar distance, 


*Assuming 85’ ground station, T 


system 
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reversed, the voice/biomedical margin, which is 3.2db in this case, would be minus 3.9db and 
telemetry would be plus 12.9db. 


The margin for the FM mode is low, but with a low system temperature, the margin should 
increase enough to assure good quality TV from the moon. 


The above margins have assumed that the antenna is pointed directly at the center of the 
moon; however, during the inflight modes, the antenna could be boresighted at a spacecraft 
near the edge of the lunar disc. Thus another slight improvement in signal performance may 
be expected. 


UNIFIED S-BAND RF SYSTEM COMPATIBILITY TEST PROGRAM 


by 
A. Travis 


Manned Spacecraft Center 


ABSTRACT 


The background, history, and present status of the Unified S-Band RF Sys- 
tem compatibility program arc presented. A diagram of the test configuration is 
furnished and the equipment utilized in testing is eutlined. The tests which have 
been accomplished are enumerated and the general results are given. 


The responsibility of verifying spacecraft-ground-systems compatibility through systems 
analysis and tests has been assigned to the Information Systems Division of the Manned Space- 
craft Center. To fulfill a portion of this responsibility, the Unified S-Band RF System Com- 
patibility Test Program is being conducted, and the background, history, and present status of 
this program will be presented. Approximately one year ago it was decided that the ground and 
spacecraft system development status was such that it was possible and desirable to make an 
intensive effort to plan and conduct the S-Band Electronic Systems Test Program (ESTP). The 
initial objectives were to: 


1. Insure basic signal compatibility between the Block I USB spacecraft system and the 
S-band ground equipment. 


The tests which have been accomplished include: Gross compatibility tests as a first overall 
look at the quality of the operational modes for Block I, data channel performance tests which 
consisted of a detailed examination of each communication channel and signal combination, and 
detailed investigation of the problem areas noted during the other tests. 


General results of the tests show that Block I systems are compatible with the mission 
requirements under some constraints, which have been defined; and several problem areas have 
been delineated. 


Some of the problems represent system constraints, others have affected the desien of 
spacecraft and ground equipment, and the remainder require further investigation. Tests which 
are intended to investigate the latter problems are presently being planned and will be conducted 
in the near future. In addition to the written reports. periodic briefings and reviews are held 
for interested parties. 


Test results are documented in monthly activity reports, test-review reports, and a final 
report. The final report on the Block I tests will be published in the near future. 


243 


244 A. TRAVIS 


The new receiver/exciter subsystem, which was furnished by GSFC, and a Block I trans- 
ponder are presently being modified to Manned Space Flight Network (MSFN) and Block II 
specifications, 


2. Establish performance limitations and communications circuit quality for the early 
Apollo flights by experimental means and evaluate the results by comparison with theoretical 
analysis. 


3. Provide a high degree of the assurance that the first Apollo USB flight tests would be 
successful. 


4. Provide data as soon as possible on design improvements required for future develop- 
ment of spacecraft and ground systems to meet mission requirements. 


The test planning has been a joint effort of the Manned Spacecraft Center (MSC), NASA 
Headquarters, Goddard Space Flight Center (GSFC), Jet Propulsion Laboratory (JPL), Marshall 
Space Flight Center (MSFC), andthe spacecraft contractors. MSC awarded Motorola Com- 
munications and Electronics, Inc., the contract to work with MSC and the other participants in 
conducting the system tests at MSC. 


GSFC, JPL, North American Aviation, Inc,, and Collins Radio Company have provided on- 
site assistance by operating and maintaining equipment, as well as by handliny information dis- 
tribution to and from their home office. 


Between July and December 1964, the facility at MSC was prepared and furnished with a 
modified deep space network receiver/exciter subsystem, ranging subsystem, engincering 
models of the data demodulators and subcarrier oscillators, and engineering models of the 
Block I Command and Service Module spacecraft equipment, These, along with special! sup- 
porting equipment, were assembled, carefully checked, and calibrated so that controlled tests 
could be conducted. 


A block diagram of the test configuration is given in Figure f, and the operational equipment 
utilized in performing these tests includes: Receiver/exciter subsystem, ranging subsystem, Sig- 
nal data demodulator, subcarrier oscillators, and spacecraft equipment. Equipment shown at the 
right of the chart is for the spacecraft systems, while the equipment at the left is for the ground 
systems. The spacecraft equipment is separated from the ground equipment by an RF-shilded 
enclosure, to insure that both the spacecraft and the ground equipment are sufficiently isolated an 
that the received signal strength can be accurately controlled by the RF path. Tests utilizing the 
modified transponder, Command and Service Module Block I D-Models, Lunar Excursion Module 
production equipment, Command and Service Module Block II equipment, S-{V-B production 
equipment, and the up-dated ground station will be initiated in the near future. 
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Figure I—Block 1 system test configurotion. 
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COMMAND AND COMMUNICATION SYSTEM 


by 
B. Reed 


Marshall Space Flight Center 


ABSTRACT 


The Command and Communication System (CCS) consists of a transponder, 
power amplifier and antenna system. The CCS is located in the S-IVB_ instru- 
ment unit and is capable of up-data command, down-link telemetry and turn- 
around ranging. A brief description of each stage of the Saturn V vehicle is 
presented. The S-IVB is the third powered stage of the Saturn V vehicle and 
separates from the Apollo spacecraft at a distance of approximately 20,000 nau- 
tical miles from the earth. The operational requirements of the CCS during the 
period up to and including separation are described. This consists of the launch, 
parking orbit insertion, and injection phases of the Apollo mission. Electrical 
and environmental specifications of the CCS are presented. The errors in the 
transponder due to doppler shift and doppler rate are tabulated versus input 
signal level. Loop bandwidth and suppression factor versus signal level are also 
included. The CCS omni- and directional antenna system and their switching and 
coupling networks are described. A system analysis is presented and gain 
margins are tabulated for the up-data link, down telemetry link and the RF 
carrier. 


INTROOUCTION 


The S-IVB command and communication system (CCS) is a phase-coherent receiver- 
transmitter capable of establishing a communication link between the unified S-band (USB) 
ground stations and the instrument Unit (IU) of the Saturn V launch vehicle. Specifically, the 
CCS will: receive and demodulate command up-data for the guidance computers in the IU; 
transmit pulse code-modulated (PCM) mission contro! measurements originating in the S-IVB 
and the IU to the USB ground stations for processing; and coherently retransmit the pseudorandom 
noise (PRN) range code that is received from the USB ground stations. The CCS physically 
consists of a transponder, power amplifier, and antenna system. Each of these will be described 
later. 


SATURN V VEHICLE 


We will now evamine tho Saturn V vehicie t6 establish its reiaiion to the CCS. ‘he Saturn V 
consists of three powered stages and is shown in Figure 1. The first stage is designated the 
S-IC and is the stage normally called the booster. The S-IC is built by The Boeing Company. 
It has a cluster of five F-I engines which burn liquid oxygen and RP-I kerosene. Each F-I 
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Figure 1—Saturn V instrumentation systems. 


The total height of the Saturn V vehicle including spacecraft is 110 meters. 
42 meters high, the S-II, 25 meters, and the S-IVB, 19 meters. 


engine produces a thrust of one and one-half 
million pounds for a total S-IC stage thrust 
of seven and one-half million pounds. The F-I 
engine was developed by the Rocketdyne 
Division of North American Aviation. 


The second powered stage, designated 
the S-II, has a cluster of five J-I engines 
which burn liquid oxygen and liquid hydrogen. 
Each J-I engine produces a thrust of 200,000 
pounds for a Stage thrust of one million 
pounds. The S-¥ is built by North American 
Aviation and the J-I engine, by Rocketdyne. 


The third powered stage, designated the 
S-IVB and built by Douglas Aircraft Com- 
pany, has one J-I engine for a stage thrust 
of 200,000 pounds. In addition, the S-IVB 
J-I engine has a restart capability which will 
be explained later. The CCS is contained in 
the IU, which is rigidly attached to the S-IVB. 
The Apollo spacecraft is then attached to the 
IU. 


The S-IC is 
The Saturn V as described 


has acapability to put a 200,000-pound payload into earth orbit or to thrust a 90,000-pound 


payload to escape velocity. 


Anominal moon mission will consist of a 72 degree launch azimuth. The S-IC will burn 
first. After the S-IC fuel is expended, the S-IC and S-II stages separate. Separation is 
achieved by retro-rockets on the S-IC thrusting in the flight direction to slow the S-IC down 
and uilage rockets on the S-lI thrusting opposite to the flight direction to speed the S-I1 up. 
After sufficient separation time, the S-II engines are ignited, After depletion of the S-II fuel, 
the S-II and S-IVB separate in a manner similar to the separation of the S-IC and S-Il. Upon 
separation, the S-IVB engines will ignite and thrust the S-IVB and the spacecraft into a 185- 


kilometer (100 nautical mile) earth parking orbit. 


Once the orbit is established, the S-IVB engines are shut down until an injection oppor- 


tunity is presented. This may take from one to four orbits. 


At the time for injection, the 


S-IVB engines restart and the S-IVB and the spacecraft are injected into a lunar trajectory. 
The S-IVB provides attitude stabilization for approximately two hours after its second burn 
and separates from the spacecraft at a distance of approximately 20,000 kilometers from the 


earth. 
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CCS OPERATIONAL REQUIREMENTS 


The operational requirements of the CCS include command up-data, down-link telemetry 
in which ranging is desirable but not mandatory. Command up-data is not required ona 
continuous basis throughout the entire moon mission. The requirement for command varies 
according to the particular phase of the flight profile. During the launch phase, there is no 
requirement for up-data, the logic being that the launch is of such short duration that there 


will not be sufficient imte to analyze and make an action decision on unpredictable situations. 
The guidance computer is triple-redundant and is programmed for all predictable situations. 


of approximately 20,000 kilometers, the S-[VB/IU separates from the spacecraft and is no 


After insertion into an earth parking orbit, command up-data will be required on a non- 
continudus basis for crew and equipment checkout, If all systems are functioning properly, 
the computers will be corrected if necessary and updated with the data required to accomplish 
injection. 


During the injection burn (second S-IVB burn), command up-data will be required on a 
continuous basis to take advantage of any injection opportunity. During this period, the ground 
stations will monitor the vehicle and determine the first injection opportunity, At a distance 


longer needed for mission success. The CCS requirement is then complete. 


TELEMETRY 


The telemetry (TM) systems on the Satuqn V are shown in Figure 1. Each stage has its 
own self-sufficient telemetry link. During the launch and earth orbit phases, VHF transmitters 


Table 1 


Down-Link Telemetry VHF-UHF. 


Parameters VHF UHF 

Transmitted Power(20w)  ~—*«|-s+43.dbm +43 dbm 
Modutation, Polarization & Cable Gain ~5.ldb -8.1db 
Transmitter Antenna Gain -3db +12db 
Space Loss (260 mc - 20,000 km) -167db (2.2 gc 20,000 km) -185.5db 
Receiver Antenna Gain +418db +44,0db 
Receiver Gain -0.44db -0.2db 
Received Input Power -114.1 dbm -94,8db 


4 Ay ie aha BY 
Noise Donsity (KTB) 


-173.4 dom/cycie 


-173.4 dbm/cycle 


| Noise Bandwidth (150 kc) +51.7 db +51.7%db 
Receiver Injected Noise (NF) +4,0db +2.Sdb 

| Noise Power -117.3 dbm -119.2 dbm 
| Actual S/N +3.2db +24.4db 

| Required S/N +23.0db +13db 

| Circuit Margin -9.3db +11.4db 
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are the prime TM source making CCS TM unnecessary at this time. At distances of approxi- 
mately 10,000 kilometers and greater, VHF transmission is inadequate, primarily due to space- 
craft and ground antenna gains. Table 1 is acomparison between the VHF and UHF transmission 
links. After injection, the CCS transponder and a UHF transmitter become the prime TM links. 
The mission control data from the S-IVB 
stage andthe IU are interconnected such that 
both sources of data are available at either 
source. This makes the mission control 
data double-redundant during the launch and 
earth orbit phase via a UHF transmitter and 
the CCS in the IU (Figure 2). 


MISS{ON 
CONTROL 


ccs 
TRANSPONDER 
ju MEASUREMENTS 


— eee ew we aw aw 


s-WB 


The TM data from the S-IVB and IU 
have different PCM formats, However, the 
Figure 2—Telemetry systems. mission control data occupies the same time 
slots in both formats making the recovery 
of the mission contro! data simple regardless of which receiver is demodulating the PCM 
stream. 


TRACKING 


Under normal circumstances, there is no mandatory tracking requirement of the CCS. 
During launch, tracking is provided by C-Band beacons and surface radar with the Command 
and Service Module (CSM) transponder providing tracking during other phases. The CCS 
transponder will have PRN turnaround capability and may be used as a backup to the CSM 
transponder in case of failure or desire for a cross-check. 


CCS TRANSPONDER OPERATION 


The CCS transponder consists of a double-conversion phase-coherent receiver and a con- 
tinuous wave (CW) transmitter in which the received and transmitted signal are integrally 
related in both frequency and phase. Figure 3 illustrates the operation of the transponder. 


The received frequency is designated 221f and is nominally 2101.8 megacycles where f is nom- 
inally$,51 megacycles. The first mixer converts the 221f input to the first intermediate frequency 
(IF) of 5f using a local oscillator of 216f. The first IF amplifier has a bnadwidth of 4 mega- 
cycles and a gain of approximately 100db with an automatic gain control (AGC) range of 120db. 
After amplification, the 5f signal is converted to f in the second mixer using 6f as a local 
oscillator. The second IF amplifier is at a frequency of f and has a fixed gain of +54db and a 
bandwidth of 10 kilocycles, which is determined by a crystal bandpass filter. The second IF 
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output is then limited to a constant signal plus noise (S+N) level of +15dbm before being pre- 
sented as one input to the loop phase detector. 


The other input to the loop phase detector is from a crystal voltage-controlled oscillator 
(vCO) which has been divided by two. It will be noticed that hoth local oscillators (216f and 
6f) are the 2f VCO multiplied by 108 and 3. This makes the 216f and 6f local osciJlators fre- 
quency and phase-coherent with the 2f VCO. Since the loop phase detector is phase-comparing 
the converted input andthe divided VCO, any phase difference between the two will cause an 
output from the phase detector related to the phase difference. 


2F 2 
6F 
221 f 2l6f 


PRE ~ SEL - S2) sf Sf ae f f DET & aaah 2 
ECTOR LS LS FILTER 
2¢ 
BALANCED 


TRANSFER COMMAND 
PRN FROM AGC 


TO COMMAND DECORDER 4————._—§s-§- COMMAND RANGE 


DEMCOULATION COOE AUK 
Osc 
240 f ef 2° 


™ 
6 PHASE MODULATED 
TRANSMITTER SHUTDOWN 
PCM TELEMETRY 1.024 Mc SUBCARRIER 


Figure 3~Tran:ponder block diagram {ABC loop not shawn). 


The output of the phase detector is then processed by the loop filter and applied as a 
control voltage to the VCO. This control voltage is such that the phase difference between the 
converted signa! and the divided VCO will be reduced. The amount and rate of reduction are 
dependent upon the loop filter, the limiter, phase detector, and the VCO. This will be covered 
in the analysis section later. The receiver is now considered in a “locked” condition and the 
VCO will follow the input signal in phase and frequency and will thus contain the up-link dop- 
pler shift. 


The command up-data is frequency-modulated (FM) on a 70 kilocycles sub-carrier and 
70 kilocycle sub-carrier is then phase-modulated onto the RF carrier. The PRN range code 
is directly phase- modulated onto the RF carrier. The second mixer has a second output of 
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f, or approximately 9.51 megacycles. The f output is then amplified and limited before wlde- 
band demodulation using the divided VCO. The output of the demodulator will be the 70 kilocycles 
sub-carrier and the PRN range code at baseband. The demodulated signal is then passed 

through a70 kilocyclesbandpass filter with a bandwidth of 20 kilocycles to remove the command 
sub-carrier, The sub-carrier is limited and FM-detected using a pulse-averaging detector. 

The FM-detected output is video-amplified and presented as an output to be further processed 
by the command decoder. The baseband PRN range code is one input of the transmitter 
modulator to be described later. 


The transmitter section of the transponder receives 2{ from the VCO and multiplies it by 
4to 8f. The 8f is then phase-modulated and multiplied by 30 to 240f. St is thus seen that the 
received and transmitted frequencies are integrally related by a ratio of 240 to 221. The 
phase modulator of the transmitter has two modulation inputs, the PRN code and the down-link 
telemetry sub-carrier. Either modulation input may be separately set to modulate the down- 
link R-F carrier to 2 radians for a peak modulation capability of 4 radians. 


The down-link telemetry sub-carrier consists of a 1.024 megacycle crystal oscillator that 
is bi-phase modulated by 72 kilocycles nonreturn to zero PCM data which contains mission 
control measurements. This sub-carrier is compatible with the USB ground stations although 
its bit rate is different from the Lunar Excursion Module (LEM) and Command and Service 
Module (CSM) PCM bit rates. 


An auxiliary oscillator is included so that when the receiver is unlocked, the auxiliary 
oscillator will provide a noise-free carrier for the transmitter. Upon lock, the auxiliary 
oscillator is gated out by the receiver AGC. 


AGC is provided by a second phase detector which phase-detects the unlimited second IF 
and the divided VCO phase shifted 90degrees. This detector will therefore have an output 
directly proportional to the amplitude of the input signal. The AGC system is designed to 
maintain the signal input into the limiter a constant power within 3db over the operating 
signal dynamics. 


Figure 4 is a gain, bandwidth power distribution of the transponder. It relates signal and 
power levels and signal-to-noise ratios at various points in the transponder under locked and 
unlocked conditions. In the unlocked condition, all amplifiers are at maximum gain since there 
is no AGC voltage developed. 


Since the CCS and LEM transponders have identical frequencies, there exists a possibility 
of interference if the two are operated simultaneously at close range. The CCS transponder 
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has the capacity to shut down the transmitter upon external command. This shut down command 
will be initiated before the LEM transponder is useg. The CSM receiver wiil remain alive so 
that commands may be received at all times. It is desirable but not essential that the CCS 
transponder transmitter be turned back on after sufficient separation from the LEM transponder. 
This will allow turnaround ranging to more completely define the trajectory of the S-IVB 
after separation from the spacecraft. 


Tables2 and 3 show the main electrical and environmental specifications of the CCStransponder 


At the data of publication, power amplifier proposals were under evaluation so the power 
amplifier will not be described. Its main characteristic is to raise the CCS 500 milliwatts to 
20 watis. 
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Figure 4—Goin, bandwidth power distribution. 
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Table 2 


CCS Electrical Characteristics. 


Frequency Received 2101.8 cps 
Frequency Transmitted 2282.5 cps 
Offset Ratio 240/22) 


Noise Figure {including preselector) 13db 


Threshold Noise Bandwidth (B,.) 


Strong Signal Noise Bandwidth 


400 cps 


2330 cps (2BL) 


Carrier Threshold (S/N = +6db) -126db 


Dynamic Range 
Transmitter Power 
VCO Gain (Ky) 

Phase Detector Gain (kc) 
Phase Multiplication (M) 
Tracking Range 

Input Power 

Weight 


Size 


100db (120db capability) 
500 mw 

400 cps/volt 

0.35 volt/degree 

110.5 

#185 ke 

28+ 4 VDC@ 32.5 watts 
20.5 lbs. 


5.4 x 9.8 x 14.9 inches 


Vibration: 
Random Noise 


(5 minutes in 
each plane) 


Shock: 


Acceleration: 


Vacuum and 


Pressurization: 


RF Interference: 


Temperature (Operating and Storage) -20°C to +85°C 


Table 3 


CCS Environmental Characteristics. 


20-59 cps at 0.04 g*/cps/S 

59-126 cps at $db/octave 

126-700 cps at 0.4 g¥%cps/S 

700-900 cps at 18db/octave 

900-2000 cps at 0.09 g?/cps/S 

50 g for 11 milliseconds with 8 shocks in three perpendicular planes 
100 g for one minute in three perpendicular planes 


Less than 1.0 psi leakage per 24 hour period when pressurized to 15 
psig and subjected to a vacuum of 1.5 X 10° millimeters of mercury. 


MIL-!-6181D 
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ANTENNA SYSTEM 


The antenna system for CCS§ is being designed to meet three requirements: 
1. To provide adequate coverage for pre-launch and launch conditions. 


2. To provide the wide angular coverage required at low altitude during parking orbit, 
where roll maneuvers will be performed 


3. To provide adequate coverage of al] stations which are optically visible during the 
period from injection to spacecraft separation. 


To meet these requirements, a system consisting of an omnidirectional antenna pair for 
the receiver and an omnidirectional pair and a directional antenna for the transmitter are being 
designed. The omnidirectional pair for the receiver will be permanently connected and will 
maintain essentially omnidirectional angular coverage for the receiver from launch throughout 
the mission. The transmitter will operate into an omnidirectional pair from launch through 
injection to a point approximately 10,000 kilometers from the earth. At this distance, the path 
loss becomes great enough to require additional gain from the vehicle antenna, and the trans- 
mitter is then switched to a directional antenna having a gain of about6dbinitially. The beam- 
width of this antenna will be adjustable, so that it may be reduced as the range becomes greater, 
the angle subtended by the earth becomes smaller, and the required gain increases. The 
orientation of the directive antenna pattern remains fixed with respect to the vehicle, and 
directing of the pattern toward the ground stations is accomplished by attitude control of the 
vehicle. 


The omnidirectional antenna elements = ccs omni 


are rectangular haif-loops, located diametri- ee 
cally opposite on the vehicle body and driven CCs/PCM 
OMNI 


with equal power. The directional antenna is 
a 3x3 array of Archimedian spirals, con- 
nected through a switchable system of phas- 
ing and power-dividing transmission lines. 
The antenna system is shown in Figure 5. As 
can be seen, the CCS transponder and the 
UHF TM transmitter may be switched to 
share an omniantenna or to their own sepa- 
rate directional antenna as described above. Figure 6—Antenna system, 


XMIR 


PCM 
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PHASE LOCK LOOP ANALYSIS 


The criteria that determined the CCS RF carrier-tracking loop design was the required 
20.000 kilameter commumication link rauge and tne received trequency dynamics caused by a 
combination of vehicle velocity, acceleration, and ground station acquisition procedures. 

The following standard phase-lock equations were used to calculate the loop errors and 


characteristics under the combination of signal strength and frequency dynamics listed with 
the equations: 
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. Threshold loop bandwidth, B, , 


(498 :)" 


Bro 4a6 : Bro = 400 cps. 


. Loop bandwidth, B, 


Loop noise bandwidth, B, 


Signal suppression factor, a 


ig. = fi. ‘ay 


« = a, at threshold where 


N) 
W < 10db 


n = noise into the limiter 


s = signal into the limiter. 


. Phase error due to acceleration, «', 


where 


f = doppler frequency offset due to acceleration. 


. Phase error due to velocity,¢, 


A _ (maximum doppler frequency ) 


ey ~~ (Ka) (Kreo) () (2) 680" 
where phase detector gain = .35 volt/cycle, VCO gain = 400 cycles/volt 


M = multiplication ratio = 110.5. 


Available tracking loop gain, Gc, 


G, = (360)(Ky) (K,.,) (m) (2) . 


Required tracking loop gain, G, 


a. = maximum dopplec frequency offset 
R threshold phase eccor at detector 


G, > G, ifthe loop is to be functional. 
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The two doppler dynamic conditions considered are: 


A, + 9, < +24 degrees 


Bio = 400 cps 

f, < 63 KCS? 
Case I 

fd, < +181.5 KCS 

f, < 35 KCS? 
Case II 

f 42 < +90 KCS 


Table 4 is the tabulated velocity and acceleration errors calcuiated to be produced by the 
transponder under case I doppler dynamics. Table 5 is the calculated errors in the transponder 
under case II doppler dynamics. Figure 6 shows the phase errors tabulated for the two doppler 


Table 4, 


Tabutated Velocity and Acceleration Errors Produced by Transponder Under Case! Doppler Dynamics. 


f, + 181.5 KCS; f = 63 KCS’ 


AVAILABLE 
LOOP 
GAIN 


REQU REO 
LOOP 
GAIN 


2.339 x 106 2.573 x 106 


1.441 x 106 2.573 x 106 
1.550 x 106 2.573 x 106 
1.662 x 106 2.573 x 106 
1.770 x 106 2.573 x 106 
1.880 x 106 2.573 x 106 
1.996 x 106 2.573 x 106 

2.110 x 106 2.573 x 106 | 
2.220 x 108 2.573 x 106 
2.448 x 106 2.573 x 106 
2.775 x 106 2.573 x 108 
-123.3 - 2.3 3.050 x 106 2.573 x 106 
.600 16.0° 19.5° 798 -122,4 - 1.4 3.330 x 106 2.573 x 106 
.650 14.8° 18.0° 853 -121,3 - 0.3 3.600 x 106 2.573 x 106 
.700 13,8° 16.8° 908 -120,1 a9 2.270 x 106 2.573 a ios 
750 4.156 x 106 2.573 x 106 
.800 4.440 x 106 2.573 x 106 
.850 4.710 x 106 2.573 x 106 
-900 4.990 x 106 2.573 x 106 
-950 5.260 x 106 2.573 x 106 


5.540 x 106 2.573 x 106 
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Table 


) 


Tabulated Velocity and Acceleration Errors Produced by Transponder Under Case I] Doppler Dynamics. 


fa = £90 KCS: f = 35 KCS? 


| 260 
280 19.1° 
| 300 17.8° 
320 16.7° 
6340 15.7° 
860 | 14,9° 
380 / 14.0° 
.400 13.4° 
450 12.0° 
500 | 10,7° 
.550 | 9,8° 
600 8.9° 
| G50 8,2° 
.700 | 7,6° 
750 7.1 
| ,800 6.7° 
| #30 6.3 
| .900 5.9 
950 5.6° 
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-100.——__—_ —- —- — 
5 sa 
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Figure 6—Phose errors for doppler dynamic conditions 
versus input signol level where O,, ond Oa, represent 
0 frequency deviation (fd) of +181,5 kilacycles ond a 
center frequency (f) of 63 kilacycles?, and where Ov, 
ond O, , represent on fd of +90 kilacycles ond an f of 
35 kilocycles?. 


PRE. 
DET. 
S/N RATIO 
(db) 


AVAILABLE 
LOOP 
GAIN 


1.339 x L106 
1.441 x 106 
1.550 x 106 
1,662 x 106 
1.770 x 106 
1.880 x 106 
1,996 x 106 
2.110 x 106 
2.220 x 106 
2.448 x 105 
2.775 x 106 
3.050 x 106 
3.330 x 106 
3.600 x 106 
3.870 x 106 
4.156 x 106 
4.440 x 106 
4.710 x 106 
4.990 x 10 
5.260 x 106 
5,540 x 10% 


dynamic conditions plotted versus trans- 


ponder input signal level. The errors cal- 
culated in Tables 4 and 5 used the approximate 
formula for the suppression factor, alpha. 
The approximate formula was used to make 
the error calculations a simple computer 
run. The appreximate formula actually 
produces a greater phase error as shown 

by Figure 7. Figure 8 is the exact and actual 
suppression factor plotted versus signal 
level. In all tases the approximate sup- 
pression factor is equal to or less than the 
exact suppression factor. Since error due 

to velocity is inversely related to the 
suppression factor, the approximate solution 
will yield a greater error than the exact 
solution under the same doppler dynamics. 


COMMANO AND COMMUNICATION SYSTEM 


SYSTEM MARGINS 


The system margin calculations were 
performed for the up-link command, range 
code and carrier and for the down link te- 
lemetry, range code and carrier. 


Standardcommunications equations were 
used to arrive at the circuit margins. 


1. Assumptions: 


a. These calculations were based 
upon the sub-carrier frequencies being 1.024 
megacycles for telemetry and 70 kilocycles 
for the command. The modulation indices 
were taken to be 1.22 for both sub-carriers 
and 0.6 for the range code 


b. The _ sub-carrier demodulators 
were assumed to be standard Foster-Seely 
type discriminators. 


c. The circuit losses that were esti- 
mated are so marked. 


d. Maximum range is 27,000nautical 
miles or 48,600 kilometers. 


2. Equations: 


a. Carrier power 


PC = cos*M,J,7M, 
M, © .6 cad. 
M, = 1.29 rad. 


a 


b. Ranging power 


PR = sin?M, J,’M, 
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Figure 7—Loop bandwidth and suppression factor versus 
input signal level, where « = (1 + 4/4 N/S)7!2, By 
= Bio (1/3 + 2 S39), &g = 0.242, and Bro = 400 
cps. 
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Sub-carrier power 

psc = 2(cos?M, J,?M,)} 
Modulation loss carrier 
WLC = 10L¢,, a 
Modulation loss, ranging 


PT 
MLR - 10L0¢,9 pR 


Modulation loss, sub-carrier 


PT 
MLSC = 10 Log, 9 psc 


Required S/N predetection 


3\ (BY... : 
S/NReq. = (3) fm, (2) (sn Input) 


. Noise spectral density 


N, = KT,B: T, = 290°K per cycle across SO ohms 


TYPICAL ACQUISITION PROCEDURE 


by 
R. H. Newman 


Goddard Space Flight Center 


ABSTRACT 


The problem of acquisition is considered from theground operational aspect 
during earth orbit for each of the following tasks: (1) Spacecraft illumination, 
(2) Two-way RF acquisition, (3) Data acquisition, (4) Range acquisition, (5) Angle 
acquisition, and (6) Station-to-station hand-over. 


The time required to perform each of these tasks, total acquisition summary 
chart, and ground ecquisition aids are discussed. 


INTRODUCTION 


The typical Apollo Unified S- Band acquisition procedure presented consists of the following 
tasks: 


1. Spacecraft illumination - to position the ground antenna properly for spacecraft antenna 


reception of the ground transmitted up-link. 


2. Two-way RF acquisition - to obtain a two-way RF lock between the ground transmitter, 
spacecraft transponder and ground receiver. 


3. Data acquisition - to lock the ground demodulators and the pulse-code modulation (PCM) 
decom mutator after RF lock. 


4, Range acquisition - to provide the network with a range reading. 
5. Angle acquisition - to provide the network with accurate angle information. 


6. Station-to- station handover - to handover RF lock from one station to another without 
losing down-data or voice from the spacecraft. 


SPACECRAFT ILLUMINATION 


Spacecraft illumination depends on the position of the spacecraft antenna and the pointing 
accuracy of the ground antenna. Here we will assume that the spacecraft antenna is properly 
oriented and only the task of positioning the ground antenna will be considered. 
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Figure |—Ground transmit and receive pattern in space. 


Figure 1 is an attempt to depict the 
ground transmit and receive pattern in space. 
The acquisition antenna actually has a 10- 
degree receive beam but is not shown be- 
cause the spacecraft would always be within 
the acquisition beam shown for a normal 
mission. [If other than a normal condition 
exists and a signal is not observed in the 
10-degree acquisition beam, the antenna con- 
trol will be changed to one of its search modes. 


During the initial acquisition phase, the 
antenna program track mode will be utilized. 
In this mode, the antenna will be positioned 
in real-time in accordance with a predicted 
Spacecraft flight profile computed prior to 
launch during the launch phase. The main 
beam will be positioned at the horizon ini- 
tially and will follow the programmed path. 


The antenna programmer can be up-dated as required prior to launch by insertion of time and 


angle offsets. 


After the launch phase, up-dated predicts will be sent to all stations if required. 


If necessary, the antenna may be deviated from its predicted path by manually adding X, Y and 


time offsets while in this mode. 


it should be noted that if the spacecraft is within the acquisition beam shown, the spacecraft 
and both ground receiving systems will be illuminated at the RF horizon. 


TWO-WAY RF ACQUISITION 


The unified S-band two-way RF acquisition can be achieved faster and more reliably by 


locking the up-link first, because the ground receiver cannot maintain a down-link lock when 
the spacecraft receiver acquires the up-link. A method of achieving up-link lock first is given 


below: 
—$<—$——<———_ sf, Whe 
| GROUND 
TRANSMITTER 
SWEEP 
GENERATOR 
SPACECRAFT TURN AROUND 
TRANSPONDER | RATIO ASSUMED 1:1 


GROUND 
RECEIVER 


Figure 2—Diagram illustrating procedure far two-way 
RF acquisitian. 


fn AWWA 


Sweep the ground transmitter over a fre- 
quency range sufficient to lock the spacecraft 
receiver. After the up-link is locked, the space. 
craft transmitter frequency follows the ground 
transmitter sweep. The sweep continues until 
the ground receiver locks to the spacecraft 
transmitter. Two-way lock is indicated by ob- 
serving that the ground receiver voltage con- 
trolled oscillator (VCO) 
ground transmitter sweep. Figure 2 illustrates 


is following the 
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this procedure. The sweep about the 
nominal frequency ({F,) should have a 
range sufficient to cover the frequency 
uncertainty associated with both the 
This 
procedure would require modification 
to accommodate the transponder inearth 


orbit due to doppler shift. 


spacecraft and ground receiver. 


Figure 3 shows the worse case (over- 
head pass) of doppler shift anticipated in 
earth orbit. The doppler. as seen by the 
spacecraft, varies from plus 60 kilocycles 
at the acquisition horizon to minus 60 kilo- 
The 
ground receiver, if the spacecraft is locked 
to the ground transmitter, will see two-way 
doppler shift or twice that observed by the 
spacecraft receiver. 


cycles at the loss-of-lock horizon. 


Therefore, a sweep range covering the 
total doppler and receiver frequency un- 
certainty range or the proper selection of 
frequency offsets for the ground receiver and 
transmitter plus a sweep will allow the 
ground system to acquire the spacecraft at 
Figure 4 shows an 
example of how acquisition can be accom- 
plished at the horizon for an overhead pass 


any time during a pass. 


uSing receiver and transmitter bias (fre- 
quency Offsets). 


By biasing the ground transmitter f, 
minus 60 kilocycles to counteract the f, plus 
60 kilocycles doppler, the spacecraft ap- 
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Figure 3—Worse case (overhead pass) doppler 
anticipated in earth orbit. 
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Figure 4—Procedure for acquisitian at horizon for on 
overhead pass using receiver ond tronsmitter bias. 


pears to receive a signal at its nominal frequency. If the sweep is adequate to cover all fre- 


quency uncertainties of both receivers,the spacecraft should acquire the up-lint. 
craft output will sweep in step with the ground transmitter after lock about the nominal frequency. 


The space- 


The ground receiver has anf, plus 60 kilocycles bias to offset the {, plus 60 kilocycles doppler. 
Therefore, this combination (frequency offsets plus sweep) will allow the eround system to ac 


quire feck at anytime during the pass. 


In order to accommodate this feature and also to provide the capability for reliable acqui- 
sition procedures, the ground system flexibility shown in Table 1 is being provided. 


Automatic bias decay is necessary so that the ground receiving and transmitting system 


can operate at the nominal frequency. This minimizes the stress in all receiver loops and 
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Table 1 
Ground Acquisition System Capnbilities. 
Variable sweep range 
Varixble sweep rate 
Thirteen selectable bias levels 
Variable hias 


| One operation selects proper bias for ground 
| transmitter and both receivers 


Automatic bias decay 


TRANSPONDER 


A 


LOCK FRANSMITTER 
x” TO SYTHESIZER 


FREQ- NOM 


UP-LINK R-F LOCK 


GROUND TRANSMITEER 


FREO -NOM ---/\-~ 
<EAS START BIAS DECAY 


DECAY SWEEP 


GROUND RECEIVER 


+ SAS TWO WAY R-F 


~~ AQUISITION 


COMPLETE 
FREQ-NOMINAL- - - ---~-=~> ---4-------~--- 


—— 


Figure 5—Typical RF acquisition sweep procedure. 


R. H. NEWMAN 


allows the ground transmitter to return to a 
stable frequency necessary for accurate 
ranging information (Figure 5). 


The acquisition system also has the ca- 
pability to sweep the ground receivers for 
down-link locks only, if required. 


Figure 5 represents a typical sweep and 
bias system that could be utilized for an 
overhead pass during horizon acquisition in 
earth orbit. It is drawn to scale and would 
require three selectable bias levels to ac- 
commodate reacquisition during ail phases 
Biasing is utilized in 
order to minimize transponder stress dur- 
ing acquisition. The sweep characteristics 


of an overhead pass. 


are: 


1. Ground transmitter bias f, - 30 
kilocycles 


2. Ground receiver bias f, + 60 
kilocycles 


3. Sweep range f, + or - 60 kilocycles 


4. Sweep rate -35 kilocycles per 
second; second 


The following should be noted when ob- 
serving the sweep diagram: 


1. At the point where two-way acquisi- 
tion is indicated. down-data is being 
received and up-link modulation 
should be initiated. 


2. Two-way lock is recognized on the 
ground by noting the ground receiver 


static phase error following the transmitter sweep. The operator can also note the 
spacecraft telemetered AGC and demodulator in-loek indicators. 


ad 


the sweep continuing. 


The sweep decay function is normally initiated immediately, although the diagram shows 


4. A time lag is shown between sweep decay and bias decay. During normal operation the 
sweep decay is manual but the bias decay would automatically start as soon as the sweep 


decay reaches zero. 


5. The point shown, lock transmitter to synthesizer, is a manual operation that is initiated 


after bias decay (push-button operation). 
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6. After the synthesizer and exciter VCO are locked, range rate is available and range 
acquisition can be initiated. 


Table 2 
DATA ACQUISITION Demodulator Lock Times. 
Data acquisition is the task required to lock the Voice demodulator 1.0 see 
data demodulators and PCM decommutator. This 
: ; . : : Telemetry demodulator 1,0 see 
Operation is completely automatic. The time required 
for each function is given in Table 2. The PCM de- Pem decom (51.2 KBS) 0.16 sec 
commutator lock time is the time required for bit- { 1.6 KBS) 3.7 sec 
“4 
error rates of 1x 10 * or better. On-site data processor OOF See 
RANGE ACQUISITION 
Table 3 


Range acquisition should be attempted only after 
the exciter has been locked to the synthesizer (time 
standard) as indicated in Table 3. The exciter control 
Operator should initiate range modulation on the up- 
link. Immediately after the range code modulation is Lock range receiver (automatic). 


Range Acquisition Procedure. 


Initiate range modulation (manual). 


initiated, the range receiver will automatically lock. 
Next, the range subsystem operator initiates code 


initiate code acquisition (manual). 


acquisition, which is automatic. The range reading is Acquire code (automatic). 


then sent to the network equipment automatically. 


ANGLE ACQUISITION 


Accurate angle information is not considered availiable until RF lock has been achieved and 
the antenna centrolled in the auto-track mode. 


If it is assumed the spacecraft is illuminated at the horizon with the acquisition and main 
beam, two-way lock should occur in both receivers (acquisition and main) within one sweep 
period. As soon as lock is observed in both receivers. signal levels should be compared in 
both receivers to ascertain that the main receiver channel is not locked on a side lobe. Table 
4 gives the time required to accomplish this function. 


The antenna servo control operator must decide when to switch from the program-track 
mode to the auto-track mode. The effects of multipath at low elevation angles will determine 


when the switch can ve made. 


It is anticipated that the auto-track mode will be feasible when the antenna is approximately 
two to five degrees above the horizon. Multipath will be the only constraining factor after RF 
lock before this mode can be initiated. 
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STATION-TO-STATION HAND-OVER Table 4 
Typical Worst Case Time 
The task required for station-to-station After Spacecraft Mlumination 
hand-over is that of transferring up-link lock Before Angle Data Available.* 


from one station to another without down- 
link loss of lock and with a minimum loss of 
: : J One transmitter sweep period ~ 
up-data. This can be accomplished during 
mission phases that have sufficient overlap- Switch to auto-track 3.0 sec 


ping RF antenna coverage to allow that: (decision time included) 


1. The up-range station (station A) has = Antenna slew time 1.0 sec | 
a two-way lock with the spacecraft ; ; 
Antenna settling time 1.5 sec 
transponder. —— 


2. The down-range station (station B) Rebel Swe m Peni e ae Pees 


acquires the down-link in both re- *Multipach effects not considered. 
ceiver channels (acquisition and main 
receiver). 


3. Initiation of up-link transmission from station B at a predetermined time. 


4, Transfer lock of spacecraft receiver to station B up-ltink transmission and terminate 
transmission from station A. 


The task required to achieve a down-link lock with stations A and B simultaneously is 
relatively simple. The main problem is that of making the spacecraft transponder change 
from one up-link to another without switching te the auxillary oscillator mode which is con- 
trolled by AGC. If the transponder did switch to the auxillary oscillator mode, both station A 
and station B would lose down-link lock because of the sudden discrete frequency change caused 
by the switchover. Therefore, station B must place its up-link in the transponder receiver pass 
band before station A terminates transmission, 


The step-by-step procedures listed below will assume station A has a two-way RF lock and 
station B must acquire without loss of down-data and with a minimum loss of up-data during 
hand-over. Sufficient overlapping RF coverage between stations to accommodate hand-over will 
also be assumed. 


Step 1. (a) Antenna in the program track mode. 


(3) Exciter VCO manually set to the spacecraft nominal frequency minus the sum 
of stations A and B predicted one-way doppler, 


(c} Receiver (acquisition and main), VCO set to spacecraft nominal frequency 
minus station A's predicted one-way doppler plus station B's predicted one- 
way doppler. 


(d) Transmission through the main antenna. 
(e) Sweep characteristics set for a normal initial acquisition procedure. 


Step 2, (a) Lock the acquisition and main receiver. Lock should occur automatically 
without sweep at the RF horizon. 
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(b) If a down-link RF lock is not established within a predetermined time, initiate 
a normal acquisition procedure (push button operation). 


Step 3. (a) Observe the signal power in both receivers and ascertain that the main receiver 
channel is not locked ona sidelobe. 


(b) Ascertain all demodulators locked. 


(c) Switch antenna to the auto-track mode as soon as possible (when multipath 
permits). 


Step 4. (a) Ata predetermined time initiate the up-link without modulation and with the 
transmitter set for the maximum power out. 


(b) An audible beat should be observed at each station as soon as the up-link is 
initiated. Station B changes the exciter VCO frequency to obtain a zero beat. 
Station A ceases transmission and station B initiates up-link modulation as 
soon as a zero beat is Observed. (Beat is caused by the presence of two 
carriers in the transponder pass band that modulates the down-link.)} 


(c) Initiate an initial acquisition procedure if an audible beat is not observed as 
the up-link is energized. 


Step 5. (a) Offset exciter VCO to spacecraft nominal frequency. Switch to synthesizer 
control when the exciter VCO static phase error is approximately zero. 


(b) Lock range clock receiver, 


Step 6. (a) Initiate range code acquisition. 


(b) Continue to monitor spacecraft and ground receiver static phase error and 
AGC throughout pass. 


The above step-by-step procedure for hand-over was presented in detail to demonstrate 
the total task required for a ground station. It should be noted that this procedure is applicable 
to a normal horizon acquisition except for the bias level requirements and the fact that the 
exciter VCO would be utilized in a sweep mode. 


The manual mode presented is recommended for hand-over because: 


1. If the down-link is locked utilizing the ground receiver sweep mode, the possibility of 
locking one of the turned around up-link subcarriers (30 and 70 kilocycles) is better 
than that Of acquiring the carrie:. This can be recogmzed but a time-consuming pro- 
cedure would be required to ascertain carrier lock. The manual mode appears feasible 
because the spacecraft VCO is being controlled by station A's time standard. There- 
fore, the down-link frequency and transponder receiver pass band can be determined 
very accurately during this controlled period and the maximum error will be that con- 
tained in prior information given to each station which should be within the space- 
craft and ground receiver pass bands. 


2. The transfer of up-link is presented as a manual operation because it appears to be the 
fastest way to reliably hand-over the up-links, Utilizing a sweep mode at station B will 
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cause transfer of lock when the signal at station B is stronger than that of station A as 
the sweep passes through the transponder receiver pass band. However, the question 
is, when is the signal stronger? 


ESTIMATED ACQUISITION TIME CHART 


Table 5 gives an estimation of the time required to accomplish the different tasks discussed. 
The time shown for each function represents the time required from the RF horizon considering 
worst case conditions. 


Table 5 


Estimated Acquisition Time Chart.” 


Time after S/C 


Function Comments : Z : 
illumination 


(1) S/C illumination At the RF horizon 0.0 sec 
with transmission 
through main antenna 


(2) Two-way RF iock Sweep exciter VCO 8.0 sec | 
(acquisition and main 


receiver locked) 


(3) Alt demods locked Automitic 9.0 sec 


Initiate up-link 
modulation 
Decay sweep 


Offset excites 
VCO to nominal 


2 sec recognition 10.0 sec 
time allowed after 
function (2) 


Manual opcration 14,0 sec 


Automatic function 16.0 see 
after sweep decay 


frequency 

(7) Lock exciter VCO Manual operation 17,0 sec 
to synthesizer 

(8) Range rate Available only when 17.0 sec 


the exciter VCO is 
controlied by the 
synthesizer 


{9) Range code 20.0 sec 
acquisition 
{10) Angle acquisition Auto trick mode and - 


*Worst case without considering the effects of multipath. 


antenna settled. 
Available as soon 

as multipath problems 
cease 


IMPACT OF APOLLO UNIFIED S-BAND SYSTEM 
ON NASA COMMUNICATIONS NETWORK 


by 
W. Dickinson 
Goddard Space Flight Center 


ABSTRACT 


The enginecring aspects of the data communications buildup required of the 
NASA Communications Network in order to support the Apollo Unified S-Band 
(USB) System are presented. USB system needs for a worldwide high-speed 
data transmission capability in terms of sites, circuit facilities, data rates, and 
transmission system reliability, flexibility, and restorability are outlined. The 
specific hardware being used to build the system is described, including HF 
radio and wireline data modems, data error-detection and correction equip~ 
ment, data error-detection terminals, data quality monitors, audio (circuit) and 
digital (data) switching systems and data technical control and test systems. 
Performance design goals of the final network and the capability for expansion 
of the persent nctwork are discussed, 


INTRODUCTION 


The NASA Communications Network (NASCOM) provides operational communication lines 
and facilities carrying mission-related information for the conduct of NASA programs and 
projects. These lines interconnect such facilities as NASA's foreign and domestic tracking, 
telemetry, and command control sites; launch areas; test sites; and mission control centers. 
The present NASCOM network consists of approximately 600,000 route-miles of facilities in- 
cluding voice, teletype, and high-speed data circuits. 


The Unified S-Band (USB) System which NASCOM will support requires transmission of 
three basic data streams: telem@try and tracking information in an inward or site-to-mission 
control center direction and command information in an outward or control center-to-site 
direction. The quantity of data handled via the interconnecting communications network is such 
that existing teletype facilities cannot handle the volume of data required as has been done 
during support of the Mercury and Gemini projects. Therefore, it has been necessary to design 
and engineer a world-wide network of high-speed data transmission facilities interconnecting 
nearly 30 overseas locations and five locations in continental North America, including tracking 
sites, communications switching centers, prime communications carrier termina} locations, 
and mission control centers. 


These facilities consist of voice bandwidth channels derived from combinations of landline, 
microwave radio, submarine cable, and high frequency radio communications systems which in 
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Figure I--High-speed and widebond networks, present and planned, 


most cases are leased, but in some cases are government-owned. Most of these circuits have 
required considerable special treatment in order to condition them properly for efficient digital 
data service. In this connection, since a large portion of the overseas facilities are leased, it 
has been necessary to maintain close coordination and free exchange of information with com- 
munications carriers. 


The resulting data transmission network provides a minimum of two full-duplex data cir- 
cuits to every USB site. Operation at 600 or 1200 bits per second is possible to all sites and 
operation at 2400 bits per second can be achieved to some. By means of diverse circuit rout- 
ing, full-period channel performance monitoring, end-to-end error detection, and a concept of 
center-to-center and center-to-subcenter circuit trunking with subcenter-to-site tributaries, 
a highly reliable, rapidly restorable, and extremely flexible data communications network has 
been designed. This is absolutely essentiai in order to support a concept of fully remoted site 
Operations to sites where no on-site flight controllers are employed. 


IMPLEMENTATION 


Communication Subcenters 


The first step in the expansion of the NASCOM network was to consider communications 
subcenters in areas of the world which woujd provide convenient and efficient concentration of 
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a number of data circuits. Four such subcenters were established, located in Canberra. 
Australia: Honolulu, Hawaii: London, England: and Madrid, Spain. These exercise contryl over 
facilities in the Australian/Indian Ocean, the Pacific, the English/African, and the European/ 
Atlantic areas respectively. 


In Honolulu and London it was only necessary to expand existing subcenters; while in 
Canberra and Madrid completely new facilities were designed and are being installed. All are 
Operated by the foreign national licensed communications carriers having jurisdiction in these 
respective areas. The prime communications center located at the Goddard Space Flight Center 
controls ali trunks to the London and Honolulu subcenters: trunks to other centers located at 
Cape Kennedy, Florida and at Houston, Texas: and tributaries to sites in the continental Noith 
American area. The normal configuration for such circuits is to route through the Goddard 
Space Flight Center for facilities control purposes and then to terminate at the appropriate 
mission control center (MCC), such as the MCC at Houston for USB system support. 


In addition to providing more effective control, the communication subcenters also provide 
a location for reconstruction of data as necessary by means of regenerative repeating equip- 
ment on circuits which pass through the subcenter. This permitted a solution to a technical 
and operational problem encountered during the design phase of this system — that of main- 
taining adequate control of the end-to-end equalization characteristics of the circuits in order 
that reliable operation at rates up to 2400 bits per second might be achieved. 


In the initial investigation of this problem, it was discovered that because of the variety 
of facilities employed and the multiplicity of controlling agencies involved, no single licensed 
carrier, domestic or foreign, would assume responsibility for the end-to-end characteristics 
of a circuit — from Carnarvon, Australia to the Goddard Space Flight Center. for example. Also, 
if each carrier is responsible for only a segment of the total circuit, the equalization specifica- 
tions for each segment would be so severely stringent that it would be doubtful they could be met 
initially and nearly impossible to maintain them under operational conditions. Consequently, the 
approach of data regeneration at all subcenters was adopted, with the result that the longest cir- 
cuits or circuit legs which must meet end-to-end equalization specifications are between sites 
and subcenters, between subcenters, or between subcenters and the Goddard Space Flight Center. 


In nearly all cases, this segmentation places the entire trunk or tributary circuit within 
the jurisdiction of a single leasing agency and maintenance of high-quality service is more 
readily assured. Another very important advantage is that any combination of trunks, tribu- 
taries, or alternate routes can be interconnected toprovide service between any two points in 
the network, the only limiting factor heing the additive accumulation of hit errors from each leg 
of the composite circuit. This flexibility obviously would not be available if regeneration were 
not employed during an attempt to maintain a quite stringent end-to-end circuit equalization 
characteristic. 


Equipment Employed in Implementation 


There are three principal classes of equipment employed in the implementation of this 
system: data modems (modulator/demodulators), which serve to condition the data suitably for 
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transmission via the communications channel: error control equipment, which in some cases 
only detects, but in other cases also corrects, bit errors; and technical] facilities control 
equipment which provides appropriate test gear and patching access to the circuits to permit 
proper maintenance. 


Data Mode nis 


There are two types of data modems used for USB System support ~ a wireline modem 
designated the 205A built by the Western Electric Company and a high-frequency radio modem 
built to NASA Communications Division specifications by Stelma, Inc. These were chosen 
specifically to solve the problems of implementing the USB support effort and are becoming 
standards for the rest of NASCOM data network obligations. 


The 205A is a synchronous, phase-modulated, single-channel or single-carrier modem 
basically capable of 1200- or 2400-bit per second operation and, with a manufacturer's modi- 
fication, also capable of 600-bit per second operation. It is designed to perform with a bit- 
error rate of 1 in 10° or better at 2400 bits per second on channels which have a signal-to-noise 
ratio as low as 12db and which meet American Telephone and Telegraph (AT&T) schedule 4B 
equalization specifications. Because of the phase-modulation scheme employed, the modem is 
relatively immune to typical levels of impulse-type noise. The high- stability timing system 
(+0.0005 percent) used by the modem permits back-to-back regenerative operation without 
excessive accumulation of phase jitter and will allow a complete line dropout of from one to 
five minutes or more before system synchronization is lost. The modem is fully transistorized, 
takes about 24 vertical inches of 19-inch wide cabinet space and is capable of being fully remote 
controlled. In the continental United States and Hawaii, this equipment is leased from and 
maintained by Bell System-affiliated companies. In all other locations, the modems are Pro- 
cured and maintained by NASA. 


The Stelma HF radio data modem is also synchronous and uses a phase-modulation tech- 
nique but employs 12 tone channels spaced throughout the audio spectrum, each operating at 
200 bits per second. This modem is capable of 600-, 1200-, or 2400-bit per second operation 
with a bit-error rate performance of 1 in 105 at 2400 bits per second with a signal-to-noise 
ratio of l17db. A high-stability clocking system is also used to permit back-to-back regenerative 
operation and allow maintenance of system synchronization through long fades or dropouts. 
The modem is fully transistorized, takes about 38 vertical inches of 19-inch wide cabinet 
space, and is capable of being fully remote controlled. Other features include internal or 
external system self-check, full-diversity receiver operation, and Doppler shift or spectrum 
translation correction resulting from a moving source (an aircraft for example), multipath 
ionospheric propagation, or a mistuned radio receiver. The HF and 205A modems are fully 
compatible on the DC side and consequently may be placed back-to-back for interconnection of 
wireline and HF radio services. The HF modem will be used primarily to support the USB 
tracking ships in the Atlantic, Pacific, and Indian Ocean areas. 
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Error Control Equipment 


There are three types of error-control equipment being implemented. One of these, a 
forward-acting error detection and correction system, will be used only on the HF radio cir- 
cuits and will improve the quality of digital data being sent over this media by detecting and 
correcting bit errors which originate in the data transmission path. This is accomplished 
using algebraic, parity-like, digital encoding and decoding techniques. Characteristics of this 
system are that one-half of the bits being transmitted through the transmission media are 
error-control bits and that the decoder has two to three seconds of seria! data storage in order 
to permit calculation, location, and correction of bit errors which have occurred. The result- 
ing bit-error rate, however, which may have been as bad as 1 in10? or 1 in 10? on the radio 
path, will be between two and three orders of magnitude better after correction, or nearly 
equivalent to the performance expected of a wireline circuit. Particularly significant is the 
fact that long bursts of bit errors caused by typical HF path-fade durations of one second or 
less can be completely corrected. This feature is expected to materiaily improve the reliability 
of the HF radio portions of the conimunications system. 


In addition to the error control scheme just described, a powerful error detection arrange- 
ment will be used to determine data quality and overall circuit performance on an end-to-end 
basis. The number of additional bits required for this function is in the order of 10 percent, 
much lower than for the HF radio error control scheme. However, the reliability of operation 
is such that the undetected bit error rate is never worse than 1 in 10° and is usually in the 
neighborhood of 1 in 10'* tol in 10'S. Present plans call for implementation of this feature on 
all data channels handling tracking data. 


Another device to assist in the real time assessment of circuit performance is the high 
speed data quality monitor (DQM). This is a relatively inexpensive piece of equipment that 
can be used for continuous monitoring of operational data traffic at many points throughout the 
network. The DQM is programmed to recognize the format of the data being transmitted and 
to measure bit errors that occur in known sequences of bits within the data block. The mea- 
sured bit-error rate is then displayed on the front panei and updated at appropriate intervals. 
The DQM can also generate its own test pattern which can then be sent through a channel and 
measured by other DQM's along the length of the circuit. This equipment is completely tran- 
sistorized and occupies seven vertical inches in a 19-inch wide rack. 


An example of the use of this equipment can be provided by considering a data circuit which 
originates at Carnarvon on the west coast of Australia, routes through Canberra. Honolulu, and 
the Goddard Space Flight Center for regeneration aid cit cuii cunirui purposes. finally termin- 
ating at the mission control center in Houston. DQM'‘s would be placed on-line at ail locations, 
including the originating station, in order to determine whether or not the data was of good 
qualitv at that noint If the error rate was low at Carnarvon and Canverra vui nigh ai Honoiulu, 
the faulty portion of the circuit would then be isolated to a trunk between Canberra and Honolulu, 
and be replaced by a spare. Continuous monitoring will, in most cases, permit replacement of 
a poor quality segment of the circuit before that particular segment has completely failed. 
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Technical Facilities Control System 


The technical facilities control system is designedto permit complete circuit and equip- 
ment monitoring and@/or testing. This function is fully implemented at the Goddard Space Flight 
Center and at all of the subcenters and partially implemented at each of the sites. Test equipment 
in this facility include an audio signal generator, vacuum tube voltmeter, oscilloscope, digital pat- 
tern generator, equalization-measuring equipment, and a digital counter. The DQM'sand appropri- 
ate patching arrangements for the required monitoring functions are located inthis facility also. 


PERFORMANCE 


In terms of system performance the following goals have been set: 
1. Wireline circuit bit-error rate of 1 in 10° or better. 


2. Basic HF circuit bit-error rate of better than 1 in 10°, 50 percent of the time, and 
better than 2 in 10?, 90 percent of the time. 


3. HF circuit bit-error rate with error correction of 1 in 10* or better 90 percent ofthe 
time. 


4. End-to-end undetected bit-error rate of 1 in 10° or better. 


CONCLUSION 


From the foregoing, it can be seenthat the impact of USB system support requirements 
on the NASCOM network is indeed quite large. Many new problems have been encountered and 
have been solved either by new approaches to data communications network design or by ap- 
plication of new techniques in specific pieces of equipment. Because of the concept of a seg- 
mented network and adherence to standard equipment and techniques at all locations that are 
supported by the NASCOM network, a very flexible and easily expandable data communications 
network has been created. 


ROLE OF APOLLO SHIPS 


by 
M. D. Greene 


Goddard Space Flight Center 


ABSTRACT 


This presentation describes the Apollo ships program planned to provide 
support for the insertion/injection and reentry phases of the Apollo space flights 
tothe moon. Discussion covers characteristics of the ships and an outline of 
their instrumentation systems, their coverage areas, and time schedules for 
compietion, operational readiness, and integration into the Manned Space Flight 
Network (MSFN). Organizational responsibility for the Apollo ships program 
is also treated. 


INTRODUCTION 


Under the Apollo ships program, five ships are now undergoing conversion to provide 
support for the insertion, injection, and reentry phases of the Apollo moon flights. These ships 
will be operated by the U.S. Navy and will fill critical gaps in support requirements which can- 
not be met by land stations. The first ship is scheduled to be operational by mid-1966 and all 
are scheduled to provide full mission support by early 1967. The three ships which will support 
the insertion/injection phase are converted T-2 tankers (Figures 1 and 2). The two reentry 
support ships were Victory ships used for tracking at the Pacific Missite Range and are being 
modified for the Apolio program (Figure 3). 


Figure 1—T=2 tanker being converted Figure 2—Drawing of completed Apollo program ship 
for Apollo program coverage. providing insertior/injection coverage. 
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Figure 3—Drawing of completed Apollo program reentry ship. 


NEED FOR SHIPS COVERAGE 


The requirement for ships to provide coverage during the insertion portion of the Apollo 
flight stems from the need to track the spacecraft continuously until after the C-5 booster cuts off 
and the spacecraft is inserted into an earth orbit. As will be seen from Figure 4, land stations 
do not provide coverage for the final portion of the insertion phase. This requirement is also 
shown in Figure 5, which depicts coverage on the vertical plane during launch and various 
recovery modes. The need for ships coverage of injection into lunar trajectories will be readily 
apparent from Figure 6. The basic coverage at the start of injection is indicated by the circles 
within the dark lines. The lines define the limits of the area from which injection can be made 
into a lunar trajectory. It may be noted that a large portion of this is over the open sea. Ship 


coverage is indicated by the darker circles. Figure 7 illustrates coverage seven minutes after 
the start. of injection. 
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Figure 6—0 minute injection coverage. 
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Figure 7—7 minvte injettion coveroge. 


IMPLEMENTATION DF APOLLO SHIPS PROGRAM 


Organization Responsibility 


The organization responsible for the conversion of the Apollo ships is the Instrumentation 
Ships Project Office of the Office of Naval Material. This organization, which was established 
by a joint Department of Defense-NASA agreement, is headed by a Navy captain, who is 
assisted by two deputies, one from the U.S. Air Force and the other from NASA. The 
prime ships contractor for the three insertion/injection ships, which are being converted 
at Quincy, Massachusetts, is the General Dynamics Corporation Electronic Division. 

The subcontractor is General Dynamics Electric Boat Division. Ling-Temco- Vought 


Company has the contract for the two reentry ships, which are being converted at Avondale, 
Louisiana. 


Schedule for Implementation 


Figure 8 gives the conversion and operational schedule for the Apollo ships. it is hoped to 
have the insertion ship on station by about July 1966, but at that time they will have 
only a rather limited support capability. It is expected that the ships will be capable of fully 
supporting the Apollo mission by early 1967. 
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Figure 8—Apollo ships conversion and operational schedule. 


SHIPS INSTRUMENTATION SYSTEMS 


Instrumentation systems for the Apollo ships include: 


1. Communications 7. Acquisition 

2. C-Band Radar Tracking 8. Command 

3. Unified S-Band 9. Telemetry 

4. Navigation and Stable Reference 10. Timing 

5. Meteorotogical 11. Data Handling 

6. Frequency Monitoring 12. Display and Control! Center 


Figure 9 is a block diagram of the various systems and Figure 10 indicates their location 
on an insertion/injection ship. 

The Usilied 5-Band System 1s the key system on all five ships. The prime telemetry 
antenna, shown in Figure 10, is a wideband antenna ranging from 200 to 2300 megacycles. There 
is also a backup antenna for the telemetry system. The S-band equipment is located below- 
decks on the third deck, which is almost completely taken up by instrumentation systems. The data 
processing roem is located a deck lower, on the first platform. Also located below-decks are 
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the command control system, C-band radar, and the navigation and stable reference system, 
which includes the ships inertial navigation system (SINS), star tracker, and flexure monitor 
system. 


The two reentry ships do not have a command system and their telemetry systems are 
considerably reduced from those on the insertion/injection ships. There is a timing 
system on both types of ships. Datahandling and the display and control center on the reentry 
ships are also considerably reduced. 
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Figure 9—Block diagram of Apollo ships instrumentation systems. 
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APOLLO/RANGE INSTRUMENTED AIRCRAFT 


by 
L. C. Shelton 
Goddard Space Flight Center 


ABSTRACT 


The functions of aircraft in providing communications coverage in support 
of the Apollo mission, the reasons for using aircraft to supplement land and ship 
station coverage and factors determining the number of aircraft required arc 
discussed. A sample operational aircraft dcployment plan for lunar mission is 
presented. A functional description of the onboard instrumentation by major 
subsystems and operator positions is given. Tcchnical problem areas including 
antemma-size limsitutiuns, multipath interference and raudie frequency inter- 
ference and proposed solutions to these problems are treatcd. 


INTRODUCTION 


The objective of the Apollo instrumented aircraft project is to provide a fleet of eight air- 
craft specially instrumented to maintain inflight voice and telemetry communications with the 
Apollo spacecraft during the injection and reentry phases of the Apollo mission. 


The U.S. Air Force Electronic Systems Division at Hanscom Field, Massachusetts has 
procurement responsibility for the aircraft. The Air Force National Range Division at Patric: 
Air Force Base will operate the aircraft. Twocontractors, Collins Radio Company and Dougl. 
Aircraft Company, are now conducting competing program studies. 


These aircraft are intended to supplement, not replace, ships and land stations. During 
certain phases of the Apolio mission they will serve as links in the communications chain 
between the spacecraft and the Mission Control Center at Houston, Texas. They will be specif 
ically used during the following mission phases: 


1, One minute before injection burn, during the injection burn period, and continuing for 
three minutes after the end of injection burn. 

2. Those portions of the reentry during which S-band communications are possible. 

o. Rapid uepioyment to anycritical area which may require voice and telemetry coverage 


Without aircraft, 20 to 30 additional surface stations, ship and shore combined, would be 
required to maintain communications coverage of all possible injection areas for a particular 
mission. The number of these areas is considerable because of the variable launch azimuth 
and parking orbit injection options for the Apollo lunar mission. 
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SUPPORT REQUIREMENTS FOR INJECTION 


The support requirements for injection consist only of voice relay and telemetry recording. 
The voice relay is required for real-time mission control andthe telemetry data is required 
for postflight data analysis. There are no plans for obtaining tracking data or real-time 
telemetry data processing on board the aircraft. 


The aircraft is required to provide two-way voice communications with the spacecraft by 
the Unified S-Band (USB) System and a VHF/AM voice link. Communications with the ground 
are by conventional HF radio. The aircraft acts as an automatic voice relay station. Whena 
transmission is made from the Mission Control Center to the spacecraft, the aircraft receives 
the transmission from the ground by HF radio and automatically retransmits the voice to the 
spacecraft via the USB system or VHF. Vice versa, the aircraft automatically relays voice to 
a ground station and to the Mission Control Center. Facilities are provided on board the air- 
craft to permit an aircraft operator to communicate directly with the spacecraft or ground, 
should the normal automatic relay not function. 


The aircraft will be required to record telemetry transmitted from the Apollo spacecraft 
and the S-IV-B booster. The telemetry to be recorded consists of the USB and VHF from the 
command module and S-band (PCM/FM) and VHF from the S-IV-B booster. 


The current planning for an Apollo lunar mission is such that injection can occur Over any 
part of a large area of the earth's surface. The exact point at which the injection will occur 
may not be decided until a short time prior to the injection, thereby requiring either a great 
quantity of stations to cover a large area, or a small fleet of highly mobile stations. The area 
of injection is narrowed considerably as a specific launch day and launch time is chosen. Still 
further narrowing occurs after launch when a particular orbit is chosen from which injection 
takes place. The following discussion will emphasize the need for the highly mobile airborne 
stations in order to give the needed mission flexibility. 


Figure 1 shows the entire range of parking orbits and launch azimuths for the earth orbit 
phase prior to injection. The labels on the orbits indicate the launch azimuth and the orbit 
number. The launch azimuths shown (72° to 108°) are the approximate Cape Kennedy range 
safety limitations. A variable launch azimuth is required in order to offset the earth's rotation 
and eliminate the need for plane changes. Fora particular launch, the variable azimuth is 
actually reduced to a maximum of 26°, which is the limit of coverage provided by the 
insertion ship. The 26° corresponds to approximately three hours of hold time. 


The mission rules further state the injection can occur on the second or third orbit for an 
Atlantic planned injection; or the first, second, or third orbit for a Pacific injection. Also, the 
decision to delay injection from one orbit to another can be made just prior to the scheduled 
burn time. 


Figure 2 shows a typical Atlantic injection area, bounded on the east by orbit 2, 72° launch 
azimuth, and on the west by orbit 3, 98° launch azimuth. The north-south limits of this area 
correspond to one minute prior to injection burn and three minutes after injection burn. The 
Pacific injection area is somewhat larger since there is also a possibility of injecting from the 
first orbit. 
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Figure 1—Range of parking orbits and launch azimuths for earth orbit phase. 
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The original planning for aircraft sunnort for injection coverage inciuded the assumption 


that the aircraft would be able to establish communications with the spacecraft at or very near 


line-of-sight distances. Figure 3 illustrates the method used to locate the aircraft for coverage 
of the ten-minute injection burn data interval. The radii of the three circles are equai to the 
line-of-sight distances between the aircraft and spacecraft at the beginning, middle, and end of 
the data interval. Spacecraft altitudes of 100 nautical miles prior to injection and 200 nautical 
miles three minutes after injection were used. Using an aircraft altitude of 35,000 feet, the 
line -of-sight coverage is approximately 900 nautica! miles one minute prior to injection burn 
and 1400 nautical miles three minutes after burn. The area of overlap of these circles defines 


the location of the aircraft. Two aircraft located in the shaded overlap areas can therefore 
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provide the required line-of-sight coverage. The "notches" in the circles represent approxi- 
mations for the expected antenna nulls at the front of the spacecraft and rear of the S-IV-B 
booster. 


FACTORS DETERMINING THE NUMBER OF AIRCRAFT REQUIRED 


In order to provide coverage of all possible launch azimuths and orbits within the data 
area, the aircraft must perform acomplicated deployment pattern. The aircraft flight patterns 
have been devised so that maximum use its 
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Figure 4—Illustration of key aircraft locations for Points A and A’ correspond to the shaded 

coverage of atlantic injection data area. portion of Figure 3 and are the aircraft lo- 
cations for a 72° orbit 2 injection. Let us 
assume that the injection is actually planned for orbit 2 and the launch is planned for 72°. The 
aircraft would loiter along the curved lines B and B' until the launch takes place. The reason 
for initially locating the aircraft to the west of the planned injection will be shown later in this 
illustration. If the launch did occur on schedule and at the 72° launch azimuth, the aircraft 
would fly eastwardto points A and A‘, taking their onstation positions just before the spacecraft 
pass. The distance to be flown is approximately 700 nautical miles, and there is adequate time 
to cover this distance, since the spacecraft will have traveled over one orbit prior to the pass. 
If a decision were made at the last moment to postpone the injection to orbit 3, the aircraft 
would have to assume positions D and D' or C and C' on Figure 4, Actually, only the aircraft 
at A could reach C’ or D" in the one and one-half hours required for another orbit, and a third 
aircraft would be required at either C or D. 


Now, consider the case of a hoid occurring near the scheduled launch time, and continuing 
for the full three hours. In this case, the injection ground track would appear to sweep from 
east to west across the data area at about 900 knots at the equator. This speed is greater than 
that of the C-135's, which is the reason for initially positioning the aircraft to the west of the 
planned injection. In order to reach positions for coverage of 98°, which in this example cor- 
responds to maximum hold time, the aircraft must fly to points G and G'. Although this dis- 
tance is almost 2000 nautical miles, the aircraft can make it, taking advantage of the three hour 
maximum hold, plus time for one orbit. Should a decision be made to delay injection until orbit 3, 
the aircraft at G would fly to E', and an additionul aircraft would be required at point E. 


From the above discussion it is seen that three operational aircraft are required to cover 
the data area inthe Atlantic. One backup is required for a total of four aircraft. In the Pacific, 
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six operational aircraft plus two backups are required. The additional aircraft in the Pacific 
are required because of the necessity to cover orbit 1 as well as orbits 2 and 3. A total of 
eight aircraft are thus required to cover the ‘worst case‘' Apollo injection. 


AIRCRAFT COMMUNICATIONS SYSTEM AND EQUIPMENT 


The primary objective in determining performance requirements was that the aircraft must 
be able to communicate on all links at the maximum line-of-sight limitation. As previously 
indicated, this is 900 nautical miles at the beginning of the data interval and 1400 nautical miles 
at the end of the data interval. Normal signal margin calculations yielded the following air- 
craft antenna gain requirements: 30db for S-band and 12db for VHF. These antenna gains would 
theoretically yield good quality communications at 900 nautical miles and somewhat marginal 
communications at 1400 nautical mile range, providing the S-band transponder in the spacecraft 
is operating in the high power mode. Higher antenna gains are not specified because of the 
limited available antenna aperture on the C-135 aircraft. 


o : ; 
Figure 5 shows the approximate location RGTERMACCORTEOR 


of the equipment inside the plane. There are D SPACECRAFT COMM 

about 20 racks of equipment, with five pri- i BSE MORIFOR 

mary operator positions. The spacecraft 4 aa con pe 
communications antenna will be located in 7: POWER CONTROL 


the nose of the airplane as shown, and it will 
be an S-band anda VHF antenna mounted on 
acommon axis. Polarization diversity will 
be included on both frequency bands. The 

COMBINED 
fact that both frequencies are mounted on ee wee 
one axis will enhance acquisition procedures. 
During injection, it is planned to initially 
acquire the spacecraft on VHF, probably us- 
ing the S-IV-B booster telemetry. This will 
automatically point the narrow beam S-band 
antenna on target, permitting acquisition of 
the spacecraft S-band transponder. A com- 
plicating factor in installing the spacecraft Figure S~Aircraft equipment arrangement. 
communications antenna is that it is nec- 
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essary to include the oxisting C-135 weaiher radar. ‘Ine antenna will have the capability of 
tracking in azimuth plus or minus 80 degrees, and in elevation, up 80 degrees and down 
30 degrees. 


Figure 5 also illustrates the five operator positions presently envisioned. The function of 
the Systems Monitor is to direct the activities of the aircraft instrumentation operators, and to 
directly converse with the spacecraft or Mission Control Center as necessary. 


Figures 6 through 9 illustrate the aircraft communications system. Figures 6 and 7 il- 
lustrate the polarization diversity technique which will be used in receiving S-band and VHF 
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Figure 6—S-bond receiving system block diagrom. 
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Figure 7—VHF telemetry receiving system block diagram. 


data. It is expected that the use of polarization diversity will somewhat reduce the signal 
multipath problem the aircraft will encounter. The capability will be provided to select 
either vertical/horizontal linear on left/right circular polarization prior to the mission. 
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Figure 8—Video/IF distribution black diagram. 


The aircraft S-band system is similar to the ground unified S-band system, with the ex- 
ception that no ranging data is transmitted to or received from the spacecraft. As shown in 
Figure 6, the unified S-band telemetry data is democalatod and routed tv ihe recording system 
and the demodulated voice is routed to the HF transmitters for automatic relay to ground. The 
voice received from ground is transmitted to the spacecraft via a 100-watt S-band transmitter 
with the same S-band antenna used for receiving. 


The VHF telemetry receiving system, shown in Figure 7, accounts for a large portion of 
the aircraft instrumentation, since up to ten VHF data links may be received from the S-IV-B 
and Apollo spacecraft. Two receivers will be used for each data link, as shown. 
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Figure 9—Aircraft/ground communications block diagram, 


Figure 8 illustrates the types of data which will be recorded on board the aircraft. It is 
tentatively planned to use three 14-track wideband tape recorders. Data outputs of individual 
receivers and diversity combiners will be recorded in order to enhance reliability. 


The HF ground communications system is shown in Figure 9. The capability to use both 
frequency diversity and sideband diversity will be provided. The HF teletype equipment will 
be used to provide the aircraft with updated deployment and antenna pointing data. 


A trailing wire antenna will be used to increase HF transmission efficiency. A combination 
of wing tip probes and fuselage-long wire antennas will also be used. 


PROBLEMS IN USE OF AIRCRAFT AS COMMUNICATION STATIONS 


There are several rather serious technical problem areas inherent in the use of aircraft 
as communication stations. Mainly, these problems are: antenna size limitation, multipath 
interference at low antenna elevation angles, and radio frequency interference. 


The antenna size limitation is mainly a function of how much aircraft performance deg- 
radation can be permitted. The seven-ioot diameter aperture in the nose of the C-135 aircraft 
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causes two to four percent decrease in the aircraft's maximum range. When this is added to 
the drag caused by the HF antennas (probes and trailing wires) the range of the aircraft may 
be reduced enough to prevent deployment for Apollo injection coverage. Other aerodynamic 
factors such as Stability, weight and balance, and pilot vision are also involved. 


The seriousness of the multipath interference problem in aircraft telemetry reception has 
been observed by NASA and DOD in previous aircraft telemetry receiving missions. There are 
three primary reasons why airplanes have a serious multipath problem: (1) the high reflection 
coefficient of sea water, (2) the increased height of the aircraft, which causes greater frequency 
of multipath nulls, and (3) the broader beam width of relatively low-gain aircraft antennas. 
Some measures which are being considered for reducing the multipath problem include the use 
of high-capture ratio data receivers and antenna beam tilting. Multipath interference at 
8-band is expected to occur at frequencies from 10 to 250 cycles per second. These nulls 
would make phase-lock capture of the spacecraft transponder by the aircraft very difficult. 


A well-recognized problem in aircraft communications is radio frequency interference. 
RFI problems are most prevalent when attempting to transmit high power HF while simultaneously 
receiving weak signals. This is just the case in the Apollo aircraft when relaying voice from 
the spacecraft to ground. It is felt that the RFI problem, through careful design, can be mini- 
mize if not eliminated. 


Other operational problem areas which will require work include: increasing the reliability 
of ground-to-aircraft communications, optimizing the aircraft deployment flight patterns, and 
overall maintenance of the aircraft and electronic systems on a near world-wide basis. 


It is expected that the first Apollo aircraft will be fully operational in early 1967. A suf- 
ficient amount of operational experience should be gained with the aircraft on later 200 series 
missions and early 500 series missions, before actually providing support for the lunar mission. 
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STATUS OF THE APOLLO PROGRAM 


by 
Ozro M. Covington 
Deputy Assistant Director 
Office of Tracking and Data Systems 
Goddard Space Flight Center 


From the beginning of this program we have attempted to move from tried and true sys- 
tems and facilities only when we could prove new developments and integrate them into the 
existing system. We started out by expanding as much as possible the existing facilities and 
equipment capabilities used for Mercury, to meet the requirements of the Gemini support pro- 
gram. Similarly, we are going to start the Apollo program with primary support from the 
Gemini systems, and move to the Unified S-Band (USB) commitment only after we have had a 
chance to check the system thoroughly, integrate it, and qualify it for manned flight support. 


I woutd like to point out the very obvious by saying that the Mercury program was, by com- 
parison with Gemini, and certainly with Apolio, a relatively smaller support task than we now 
have with Apollo. With Mercury we had a single vehicle, and our specific planning was for a 
three orbit mission. We were able to accomplish the support test, to a great extent, by using 
existing low-speed data and analogue techniques. We registered our first major departure 
from this course in Gemini, when we moved to a capability to support at least two vehicles 
simultaneously. 


Added to this was a complete order of magnitude requirement increase, in terms of data 
to be transmitted, processed, and displayed in real-time. The result is, to my mind, that ex- 
cept for the additional facilities which we have added, the main change made in Gemini was in 
the move toward digital techniques. To that end we installed PCM telemetry, digital up-data 
links, and on-site digital data processors. 


We have moved from Mercury to Gemini, and as we look forward to Apollo, we have es- 
tablished a goal for ourselves of transmitting essentially all the data from the station back to 
the control center, so that truly centralized flight control can be accomplished. You have 
heard some talk about the data communications network here today. I think that the words 
which strike hardest are "HF communicationg and data error correction,” when we inink about 
the job of communications and the goal we have set of sending large quantities of data back to 
the control center. Quite frankly, and 1 hope { am not saying anything I shouldn't at this point, 
we don't see any answer to really centralized contral until we can depend on catellite com 
munications for all the stations which are not now tied to main trunk circuits on cables and 
hardwire lines. 
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Looking at Mercury and Gemini and moving on to Apollo, I think the major aspects of the 
change affecting our planning and our work to date have been the requirements for an addition 
in the number of network stations. 


Tabie 1 lists those stations which were identified as Mercury support stations and those 
we are including in the Gemini network. We could talk to some extent about the changes here, 
but I think it is quite clear that the Apollo requirement does call for many new facilities. 


Table 1 


Network evolution. 


Station ! Mercury | Gemini Apollo Station | mercury Gemini 


Bermuda x x X CNV (MCC} X X | 
Canary Island x X x SAL xX R | 
Kano x L* L GBI X xX | 
Zanzibar x GTK cP eo oe 
Tananarive L L ANT xX | x | xX 
Guaymas | xX Xx ASC | x 
Merritt 1, (CNV) xX Canton X i) || Li 
Guam | x Hawaii x =. | x 
Goldstone | xX Pt. Arguello xX | R | R 
Goldstone - JPL | | BU* White Sands BH Of SR op oR 
Madrid Xx Corpus Christi xX | x | Xx | 
Madrid - JPL BU Eglin R | R | R | 
Canberra x Rose Knot xX | x | L 
Canberra - JPL | BU Coastal Sentry x | Kea poe 
Muchea x | Apollo Ship 1 | Xx 
Woomera x | R* R Apollo Ship 2 xX 
Carnarvon | Xx x Apollo Ship 3 x 

| Apollo Ship 4 Xx 

| 7 L ____ Apollo Ship 5 X_ 


*L.- Limited  R- Radar Only BU - Backup 


The change is also in support of three Apollo modules, whereas Gemini has only two which 
have called for additional equipment at each site, and in many cases the capability of handling 
Simultaneously two equally complex problems, as well as additional capability within elements 
of station equipment. For example, we must move toa considerably larger on-site computing 
complex than was used to support Gemini. In addition, there is the requirement for a capability 
to provide tracking and data acquisition at lunar distance. 1 believe the USB discussions pretty 
well cover what we plan to do. 


With that, then, as a little of the background and our early thoughts on the subject, let us 
quickly get to the status of implementation of the network. We have based all of our schedule 
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planning on three or four different time parameters. In the beginning, we decided that the most 
difficult job we asked the contractors of the support team to do was that which went to Collins. 
We felt that the most compiex task and the one that would take the longest, in terms of design 
and manufacture, was the manufacture of the USB equipment, and we geared our equipment 
availability to that contract schedule. 


In each case, we add one month to the schedule completion date for shipment, if the station 
is a continental U. S. station, and based on past experience, we have added two months to over- 
seas sites. We have allowed seven months for the installation and check-out of the electronic 
equipment, after the facilities are available, and we are still able to get away with insisting on 
six months network simulation before we are ready to commit these stations as prime support 
capability for a manned flight mission. 


Another factor which turns out to be a key determining factor in scheduling availability of 
operating stations is the construction of facilities program, Our job in scheduling, then, has 
been to consider all of these factors together and to keep optimizing the possible station se- 
quence availability against the mission requirements, as best we can. 


In Table 2, we show two on-site dates. The first is the time when we expect all these sites 
to have the equipment installation and check-out complete. The final completion data is the 
point at which we say that the stations will be ready for any and all prime support missions. 


We are not insisting that all of this work be finished before we are willing to commit these 
Stations to test and qualification runs. We would like, however, to insist that the block of sta- 
tions which is required for any mission have six months for network simulation and mission 
training of the people before we commit it as the source of prime data on which the success of 
the mission will depend, 


The status, as you have heard, is that a 30-foot USB station is operating at Collins now. 
It is being used to check-out the integration and interface problems which we will have to face 
at the land sites. A second USB station in combination with ships’ antennas is being set up 
right now. This will be dedicated primarily to finding the interface problems that we will en- 
counter on board ship. Two of the 30-foot antenna structures are actually in shipment, one to 
Guam and one to Carnarvon. The first USB electronic equipment to go to the Guam site will be 
delivered this month. We expect that the USB will be checked out for missions support during 
1966. There is some indication we will have an Apollo mission flight earlier than that. How- 
ever, we will bo able to do vey liitie, ii anything, on that mission. We hope to complete the 
check-out by early 1967 at all the prime sites, and begin to commit these as prime facilities 
from early to mid-1967. 
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Table 2 


Apolio MSFN schedute, 


Equipment Installation & Network Simulation 
On-Site Check-Out Complete Complete 


Station 


Guam 1 Mav '66 1 Nov '66 
Carnarvon 1 Jun '66 1 Dec '66 
Bermuda 15 Jun '66 15 Dec '66 
Hawaii 1 Aug '66 1 Feb '67 
Mila 1 Aug '66 1 Feb '67 
Texas 1 Oct '66 1 Apr '67 
Guaymas 15 Oct '66 15 Apr '67 
Ascension 15 Dec '66 15 Jun '67 
Grand Bahama 1 Jan '67 1 Jul '67 
Antigua 1 Apr '67 1 Oct '67 
Grand Canary 1 Apr '67 1 Oct '67 
Goldstone 15 Oct '66 15 Apr '67 
Canberra 15 Jan '67 15 Jul '67 
Madrid 15 Mar '67 15 Sep '67 
Ship #1 1 Apr '66 1 Jul '66 
Ship #2 1 Jul '66 1 Oct '66 
Ship #3 1 Oct "66 1 Jan '67 
Ship #4 15 Oct '66 1 Feb '67 
Ship #5 15 Dec '66 1 Apr '67 
1 Aircraft 15 Dec '66 15 Mar '67 
8 Aircraft 1 Oct '67 1 Jun '68 


Appendix A 


Glossary of Abbreviations 


aeromedical monitor console 
antenna position programmer 
computer address matrix 
command computer console 
command control system 
command data processor 
cathode ray tube 

command and service module 
digital/analog 

digital command system 

data quality monitor 

data request keyboard 

data transmission unit 
input/output 

infrared 

lunar excursion module 
lawnch escape system 

lunar orbit rendezvous 
memory character generator 


memory character vector 
generator 


maintenance monitor 


Modem — 
MPAD ~~ 


MSCC — 


VSWR — 
VIVM — 
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modulator/demodulator 
mission planning and analysis division 
manned space control center 


manned space flight network 
(Mercury or Apollo) 


pulse-amplitude modulation 
pulse-code modulation 
pulse-duration modulation 
premodulation processor 
pulse-position modulation 
pseudo- random noise 
subcarrier oscillator subsystem 
shipboard Doppler counter 
ships inertial navigation system 
static phase error 

service propulsion system 
spacecraft system console 
tracking data processor 

unified S-band 

voltage controlited oscillator 
voltage standing wave ratio 


vacuum tube volt meter 
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